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Welcome to a whole new world of family living ... a world 
where light can match the changing moods of your family at 
work and play . . . give you greater spaciousness, greater free- 
dom, more wonderfully happy ways to enjoy living together. 




We call it "the light idea". . . the planned use of Virden 
lighting to provide comfortable overall illumination ... to 
dramatize your prized possessions ... to protect your family 
and guests from harm, inside your home and out. 

Whether you are selecting lighting for a new home, a remodeled 
one or a single room, let "the light idea" guide your selection. 
You'll be delighted at its exciting possibilities, the entirely 
new decorative effects you can achieve. 
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"The light idea" gives you the skill of an artist's 
brush . . . the ability to paint just the right 
setting for the scene you wish to create . . . 
a late evening chat with old friends brings a 
feeling of intimacy to a single section of a. 
large room ... a gay party with many new 
faces and just the right level of brightness 
conducive to conversation and a cheery, 
festive mood. "The light idea" takes you 
forward in a giant step toward total mastery 
of your visual environment . . . helping you 
prepare your home for any family activity . . . 
setting the mood for greater family enjoyment. 
And it is so easy to achieve! 
For "the light idea" offers an 
infinite variety of exciting adaptions . . . 
limited only by your imagination. 
Pulldowns, for example, in almost every 
conceivable design to give your decorative 
sense full pay, yet provide the correct 
illumination demanded in today's modern 
living. Or accent lighting, to unobtrusively 
capture the charm and accent of texture 
and colors, to lengthen or widen 
your rooms. The festive touch of decorative 
clusters, gay wall brackets, the cool beauty 
of valance lighting ... all are at your 
beck and call to give your rooms the dis- 
tinctive beauty that is exclusively yours. 
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Living 




Rooms, Dining Rooms, Family Rooms 
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V-1190 A single light com- 
panion to V-1193. Pol- 
ished brass. Imported 
glass. 48" drop. Can be 
shortened if desired. 
Shade is 10 y 2 " wide. One 
100-W lamp. 




versatile three-light cluster, 
corner of a contemporary living 



V-1193 An unusually 

Visualize it in the 

room . . . over the dining area ... as a modern touch 

in the family room. And the white cords can be adjusted 

to vary the arrangements of the shade. Polished brass, 

imported white opal glass. 26" spread, 48" drop. Three 

100-W lamps. 





V-2600 A truly transitional design equally at 
home in the dining room area or in the family 
room ... in a Colonial home or in a ranch- 
house. The large hood of polished brass is 17" 
in diameter. Imported white opal glass. Fixture 
depth 103^". One 100-W lamp. 



V-1600 The matching pulldown version 
of V-2600 with on-off switch. Adjusts from 
20" to 67". 17" shade. Imported glass. 
One 100-W lamp. Finish polished brass. 
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V-4465 A handsome ceiling unit of imported satin white 
opal glass. Polished brass. Slotted for an unusual 
lighting effect. 16" wide, 4%" deep. Three 60-W lamps. 
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V-1460 Contemporary pull- 
down in polished brass and 
imported satin white opal 
glass. Overall width 16". 
Adjusts from 22" to 61". 
Three-way on-off switch in 
handle. Three 60-W lamps. 
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V-4460 Same unit as V-4465, in 12" width, 4%" drop. 
Two 60-W lamps. 
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V-1175 A happy blending 
of walnut, brass and satin 
white glass in a distinctive 
pulldown. 11" wide. Ad- 
justs from 20" to 64". 
One 150-W lamp. 




V-1180 Single pendant in 
Danish design with brass. 
Excellent accent light. Glass 
is interesting combination of 
white opal with decorative 
swirls. 48" drop, 8" wide. 
One 100-W lamp. 



V-ll 83 Three light cluster you can use in a 
variety of smart applications. White opal 
glass has interesting swirls, accented with 
brass. White cords can be adjusted for 
further variety of arrangements. Overall 
width 22". Drop 48". Three 100-W lamps. 
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V- 1 476 The warmth and hos- 
pitality of Colonial days is 
superbly captured in this six- 
light chandelier. The elegant 
styling of the hand cut glass 
shades, the flowing lines of 
the polished solid brass will 
add radiance and sparkle to 
every occasion. Drop 42". 
Overall width 22". Six (F15) 
25-W or 40-W medium base 
lamps. 







V-1486 The basic lines of 
V-1476 (left) in a six-light can- 
delabra. The brilliantly polish- 
ed brass sets off the bright white 
of the candles, creating a 
beautiful effect, night and day. 
Drop 42". Overall diameter 
22". Six (F15) 25-W or 40-W 
medium base lamps. 
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V- 1 47 1 The slender graceful- 
ness of this transitional six- 
light chandelier makes it an 
exciting choice for almost any 
type home or decorative 
scheme. The bright gleam of 
the polished solid brass, the 
brilliant highlight of the 
handcut crystal shades make 
it a fixture you will treasure 
for years. Drop 42". Over- 
all diameter 23". Six (F15) 
25-W or 40-W medium base 
lamps. 



\ 



tOK 






V-6480 Distinctive beauty with quiet sim- 
plicity is skillfully expressed in this single 
light wall bracket. The polished solid brass 
bracket is a perfect setting for the clean 
lines of the handcut crystal shade. Length 
W, width 4". Extends 5%". One (F15) 
25-W or 40-W medium base lamp. Has 
on-off switch in backplate. 




V-1470 A five-light variation 
of V-1471. Smaller in diam- 
eter but no less beautiful. 
Polished solid brass. Drop 
42". Overall diameter 18^". 
Handcut crystal shades. Five 
(F15) 25-W or 40-W medium 
base lamps. 



V-6481 A Wall bracket that re- 
flects friendly formality. The 
polished solid brass base comple- 
ments the white candle. Length 
7". Width 5". Extends 5^". One 
(F15) 25-W or 40-W medium base 
lamp. On and off switch. 
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Hand fashioned 
in solid brass 




V-1495 The beauty of clean, simple lines is perfectly 
expressed in this traditional two-light fixture. The 
metal parts are made of highly polished brass. Crystal 
panels are hand cut, with polished beveled edges. 
Length overall 36". Fixture is 5%" square. Two 
(F-15) 25-W or 40-W medium base lamps. 





V-1494 The ceiling version of the traditional 
fixture V-1495 shown above. For smaller 
foyers or reception rooms. Length 133^". 
Width 5%". Two (F15) 25-W or 40-W medi- 
um base lamps. 



V-l 499 A strikingly beautiful traditional chandelier, 
made of solid brass, polished to a rich glowing 
finish. The crystal panels are hand cut, in restrained 
design, the edges polished and beveled. Length 42". 
Width 193^". Six (F15) 25-W or 40-W medium 
base lamps. 



Page V-8 



* -s 



BWM 



•ai 



\ 



V 



' I \ vJ 







* 









»*mJ 



f. --•■-*- 







Hand fashioned in solid brass 
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V-1498 Quiet dignity, warm hospitality is exempli- 
fied in this four-light chandelier. Solid brass, polished 
to rich glowing finish to perfectly set off the hand 
cut, crystal panels. 42" length. 153^" width. Four 
(F15) 25-W or 40-W medium base lamps. 



V-1496 For your foyer or formal hallway. A three-light 
traditional fixture of solid brass and polished crystal. Each 
panel is hand cut, with polished beveled edges. Length 42". 
Width 8K". Three (F15) 25-W or 40-W medium base 
lamps. 
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V-T050 Transitional adjust- 
able wall bracket 32" to 41". 
Shade is imported white 
woven plastic trimmed in 
brass. Mounting bracket 
polished walnut. Metal trim 
polished brass. Complete 
with cord and plug. Diam- 
eter 20"; on and off switch. 
One 100- W lamp. 



T 
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V-1630 Transitional pulldown. Truly aj 
dramatic touch that will transform any areal 
where it is used. Shade is imported white 
woven plastic, trimmed in brass with satin opal 
glass. On-off switch. Adjusts from 24" to 67". 
Diameter 20". One 100-W lamp. 
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V-2630 Ceiling unit matching 
V-1630. Diameter 20". Depth 11". 
One 100-W lamp. 








V-1635 Single pendant of im- 
ported woven plastic with brass 
trim. Shade is 13" long. Ideal 
for the spot that demands some- 
thing different. Overall drop 36" 
Width 5y 2 ". One 75-W lamp. 




V-4060 Ceiling unit matching 
V-1060. Ceramic white glass and 
polished brass. Diameter 14". 
Depth 4K". Two 60-W lamps. 
V-4062 Same as V-4060 but fin- 
ished in polished aluminum. 
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V-1060 Pulldown in ceramic white glass 
and polished brass. Adjustable from 20" 
to 62". Diameter 14". On and off 
switch. Two 60-W lamps. 
V-1062 Same as V-1060 but finished in 
polished aluminum. 



V-1964 "Coiled Cord Carrier" — a unique 
6' 0" ceiling track made of extruded 
aluminum finished in Satin White (or 
paint it the same color as your ceiling). 
Complete with 12' 0" cord and plug for 
connection to nearest receptacle. If per- 
manent installation to ceiling outlet is 
desired, simply cut cord and make con- 
nection through canopy furnished with 




fixture. Suitable for use with all Virden 
pulldown fixtures equipped with pull- 
through type reels. Furnished complete 
with splicing urn. (Fixture illustrated 
not included.) 



V-4553 Shallow ceiling unit. 17" 
black reflector. Glass is white 
with polka dot design. b%" 
deep. Three 60-W lamps. 



V-4550 Same as V-4553 but re- 
flector is polished brass. 
V-4551 Same as V-4553 but re- 
flector is polished copper. 



V-4540 Shallow ceiling unit with 
brass and ivory perforated metal 
top reflector. 17" diameter. 
Decorated white bottom glass. 
Three 60-W lamps. 5" overall 
depth. 



V-1553 Handsome pulldown at a budget 
price. 17" reflector. Ceramic glass in 
unusual polka dot design. Reel adjusts 
from 18" to 57". Finish black and brass. 
Three 75-W lamps. Three-way switch. 
V-1550 Same as above. Finish polished 
Brass. 

V-1551 Same as above. Finish polished 
copper. 
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V-1540 Pull-through reel type. Adjusts 
from 16" to 60". 17" ivory perforated 
reflector with decorated glass bowl. On- 
off switch. Three 60-W lamps. Polished 
brass trim. 
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V-6880 Polished brass 
with imported hand blown 
ceramic glass clear line 
decoration. Extends 8", 
width 6", on and off 
switch. One 60-W lamp. 



V-5880 For hall or entry way. A 
companion to V-1880. Polished brass 
with imported hand blown ceramic glass 
clear line decoration. Drop 9 l A", width 
6", one 60-W lamp. 




V-1880 A 5-light chan- 
delier. Polished brass 
and imported ceramic 
glass has a modern flair, 
yet adapts beautifully 
to either contemporary 
or period homes. Drop 
36". Spread 24". Five 
60-W lamps. 
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V-2870 A 3-light companion 
ceiling piece to the V-1860. 
Polished brass. Drop 10". 
Spread 18". Three 25-W 
or 40-W (F15) clear lamps. 



V-6860 Polished brass 
backplate is 5" di- 
ameter. Height 6H". 
Extends 7". On and off 
switch. One (F15) 25-W 
or 40-W lamp. 




V-1860 A 6-light chandelier that will enhance any room, traditional or 
contemporary. Shade is clear crystal, high-lighted with fine, frosty white 
lines. Metal parts are in brass, polished to a shimmering gleam. Drop 36". 
Spread 23". Recommended: Six (F15) 25-W or 40-W clear flame-type lamps. 
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V-5860 Matching one-light ceil- 
ing unit to V-1860. Polished brass. 
Drop 93^". One (F15) 25-W or 
40-W lamp. 



1 
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V-5890 Polished brass ceiling unit. 
Matches V-1885. Length 10". One 
60-W lamp. 




V-1885 All the charm of Colonial 
is expressed in this 5-light chandelier. 
Note the interesting frosted glass 
chimney, accented by the cut design 
and clear edges . . . how perfectly it is 
set off by the highly polished brass. 
Drop 36". Diameter 18". Five 60-W 
lamps. 




V-6051 Early American pulldown to brightly compliment 
your fine furnishings. Metal parts are highly polished brass 
with underpart of reflector white. Chimney is opal glass 
with star decoration. Adjusts from 26" to 70". Three-way 
switch for 50-100-150-W lamp. 

V-6031 Same as above, but with chain instead of pull- 
down reel. Drop 36". 



V-6881 Polished brass wall 
bracket. Has on-off switch in 
back plate. Extends 5". Back 
plate is 4H". One 60-W lamp. 
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From the Orient we've taken the warmth and beauty of rattan, fashioned it 

into puUdowns and wall brackets to spark "light ideas" 

to brighten almost every room in your house! 



V-6296 Twin bullet type wall bracket. 
Swivel construction makes each reflec- 
tor completely adjustable. Individual 
switches. Translucent fibre glass shades. 
Polished brass trim. Length 10". Back- 
plate diameter 5". Two 75- W lamps. 
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V-6295 Single bullet type wall bracket 
with fibre glass shade and swivel. On-off 
switch. Length 10". Backplate diameter 
5". One 75- W lamp. 



V-1040 Adjustable wall fixture with fibre 
glass shade. Swings right or left. Extends 25". 
Trim is polished brass. Adjustable up and 
down. Complete with 12' cord and plug, three 
60- W lamps. 3- way switch control. 



V-1590 A pulldown with concealed reel. Fibre 
Glass shade is translucent with white glass. 
Trimmed in brass. Gold colored cord. Adjusts from 
18" to 45". Overall diameter 18". Three 60- W 
lamps. Bottom switch control. 




V-1120 Unusual 
pendant that pro- 
vides excellent over- 
all illumination, plus 
a center spotlight for 
added brilliance. 
Trim is polished 
brass. Reflector is 
20" in diameter. 
Drop 36". One 150- W 
lamp. 



V-1121 Same as above but finished in polished copper. 




V-2019 Perforated hood 
is 18" in diameter. 
White glass bottom. 
Drop 36". Finish pol- 
ished brass. Three 
60-W lamps. 

V-2018 Same as above 
but with black hood, 
brass trim. 




V-2028 Contemporary ceiling fixture. Frosty white 
glass. Diameter 18". Three 60-W lamps. Finish satin 
black. 



V-2030 

copper. 



Polished 




V-2219 Pulldown ad- 
justs from 20" to 45". 
Gold colored cord. Switch 
controls one, two or 
three 60-W lamps. Fin- 
ish polished brass. 

V-2220 Polished copper. 

V-22 18 Black. 




V-2029 Polished 
brass. 



V-1580 A modern pulldown 
in a rich, pebbled brass 
finish. Reel is concealed in 
fixture. Gold colored cord. 
Adjustable from 18" to 47". 
Overall diameter 22". Three 
75-W lamps. 3-way switch. 
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The charm of Early American, the traditions of our Colonial times comes to 
full fruition under lighting by Virden. Authentic in design, beautifully 
made, they will compliment your furnishings by day, bathe them in beautiful 
illumination at night. 




V-1791 A transitional pulldown in 
polished copper and black. Chimney is 
white, extra large, designed with 18" 
reflector for maximum light spread. 
Adjustable from 20" to 62". Has 8-way 
switch. One 50-100-150-W lamp. 





V-1735 Five-light Early American fixture. 
Rusty iron with polished copper trim. 
Frosted glass chimney. Spread 22". Length 
36". Five 60- W lamps. 




V-1741 For hallway or 
small room. Copper lan- 
tern. Frosted chimney; 
rusty iron metal reflector. 
Spread 834", drop 12^. 
One 60-W lamp. 



V-1701 Rusty iron and 
copper finish, metal re- 
flector. Frosted glass 
chimney. Use in any 
room. Backplate 5%" , 
extends SM ff . Turn 
switch. 60-W lamp. 




V-1752 Colonial lantern for use in the break- 
fast room, kitchen, den, bedroom or hall. 
Smartly finished in black and polished brass. 
Spread 12^", drop 14". One 100-W lamp. 
Frosted chimney. 

V-1751 Same as above except in rusty iron 
and copper. 
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V-1762 Same graceful lines as the 
V-1782 but features the adjustable 
reel in polished brass. Adjusts from 
26" to 64". Spread 16". Switch 
controls one 50-100-150 three-way 
lamp. 



V-1761 Same with pol- 
ished copper and rusty 
iron. 



V-1781 Quiet, relaxed beauty 
pleasing to the eye, complimentary 
to your room. Polished copper and 
rusty iron for striking contrasts. 
Spread 16", height 36". Switch 
controls one 50-100-150 three-way 
lamp. 



V-1782 Same unit in 
polished brass and 
satin black. 





V-1721 Features adjustable reel. 
Polished copper and rusty iron. 
One 100-W lamp. Spread 12}^". 
Adjusts from 23" to 67". 



V-1722 Same with 
polished brass and 
satin black finish. 





V-1732 Breakfast room or 
hall pendant in brass and 
black, frosted chimney, 12 Y^' 
spread, 36" drop. Excellent 
light spread. One 100-W 
lamp. 



V-1731 is same with 
rusty iron and copper. 
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Bedrooms 



Today, bedrooms are no longer just 

for sleeping. They also serve as study halls, 

playrooms, sewing rooms . . . double in 

dozens of ways to ease your living. 

And to get the full benefit from 

these important rooms, they need 

"the light idea." 
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First comes general illumination for dressing, tidying up, and such chores. Ceiling units 
are the key here. Be sure they are large enough to provide light for seeing in dresser drawers. 
You will find beautifully designed models on the following pages. 

Next comes localized lighting for studying, reading, sewing, or just relaxing. Here you can 
select from dozens of Virden designs, wall brackets, bullets, pendants, valance lighting, 
all created to add beauty and comfort to your rooms. 

And don't forget your grooming area. Adequate illumination here is a must so that you will 
see yourself as others see you. Wall brackets on either side of your mirror are the answer here. 
And again, you will find a wide selection of Virden lighting to answer your exacting needs. 
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V-3118 Ceramic white glass with simulated cut 
glass design. Trimmed in brass. 18" diameter, 
6J^" depth. Four 60-W lamps. 





V-3820 Crystal and chromium to highlight your 
decorative scheme. Crystal beaded glass is 19" in 
diameter and complements the ceramic white inner 
bowl. Fixture depth 6 %" . Four 60-W lamps. 
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V-3214 Crystal beaded glass design, etched for 
additional interest. Trimmed in brass. 14" 
diameter, 6^" depth. Two 60-W lamps. 



kV 
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V-3719 Simplicity in an unusual etched design. 
Trimmed in brass. 20" diameter, 7" depth. Four 
60-W lamps. 




V-4520 A transitional unit featuring a 
perforated polished brass collar, white 
ceramic glass with crystal beaded 
decoration, 14" diameter, 4^" depth. 
Three 60-W lamps. 
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V-3920 Strikingly new, imported 
patterned glass with crystal beads. 
Holding clamps and trim of polished 
brass. Dia. 19". Four 60-W lamps. 
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V-3921 Imported bent glass with a 
fiery finish and decorated with crystal 
beads. Polished brass trim. Will com- 
plement any area, 19" square. 6" depth. 
Four 60-W lamps. 
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V-3614 Basketweave design in concave bent 
glass, highlighted by polished chromium. 14" 
square, 5" depth. Four 60-W lamps. 
V-3617 Same as above but in 17" size. 




V-4290 This lovely blending of polished brass 
and etched glass will bring distinctive beauty to 
any room. And the perforations will sparkle 
the ceiling with "stars." 16" diameter, 5%" 
depth. Three 60-W lamps. 
V-4292 Polished aluminum. 
V-4280 Same as above except 12" diameter. 
Two 60-W lamps. Finish polished brass. 
V-4282 Same as V-4280. Finish polished 
aluminum. 





V-3514 Distinctive patterned square with 
ivory perforated collar. Trimmed in brass. 14" 
square, 6" depth. Two 60-W lamps. 



V-3216 The pleasing shape of bent glass with 
a flowing etched design. Trimmed in brass. 16" 
square, 7" depth. Four 60-W lamps. 
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V-4476 
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V-4475 Contemporary design in a 16" square 
that will add glamour and interest to any 
room. Satin white glass. Perforated brass for 
added sparkle. 5J4" deep. Four 60-W lamps. 
V-4476 Polished copper. 
V-4477 Polished aluminum. 




V-4472 



V-4470 Perforated 12" square. Matches 
V-4475. Use it in multiples in the game room, 
or individually in smaller rooms. Satin white 
glass. Polished brass. Depth A%". Two 60-W 
lamps. 

V-4471 Polished copper. 
V-4472 Polished aluminum. 
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V-512-FC Lovely French crystal, with clear etching on 
ceramic glass. Ivory canopy, brass knob. 12" square. 
Two 60-W lamps. 

V-512-R Same as V-512-FC above but with Rose Glass. 

V-614-FC Same as above 14" square. Four 40-W lamps. 

V-614-R Same as V-614-FC above but with Rose Glass. 




V-3515 Dramatic simplicity puts this fixture 
in good taste wherever you use it. Satin 
finished 15" diameter glass. Polished brass 
trim. 5^" depth. Three 60-W lamps. 

V-3517 Same as above but in 17" diameter. 
Four 60-W lamps. 

V-3519 Same as above but in 19" diameter. 
Four 60-W lamps. 




V-3315 Beautifully fash- 
ioned fixture featuring 
imported glass with bril- 
liant gold beads. Trimmed 
in polished brass. 15" 
diameter, 53^" depth. 
Four 60-W lamps. 

V-3313 Same as above but 
in 13" diameter. Two 
60-W lamps. 
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V-3412 Imported gold beaded glass 

design with polished brass trim. 12" 

square, 5J^" depth. Two 60-W 

lamps. 

V-3414 Same as above but 14" 

square. Four 60-W lamps. 
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V-810 Nautical design in maple. 
Wooden spokes. Glass is deco- 
rated with ivory. Clear crystal 
bottom lens. 10" diameter, 5J/£" 
depth. Two 60-W lamps. 

V-808 Same as above but 8" 
diameter. Two 60-W lamps. 
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V-1015 Sparkling imported wood polished 
prisms surrounding a simulated cut glass bowl 
to create an atmosphere of graceful formality. 
Trimmed in brass for added richness. 15" 
diameter, 8" depth. Three 60-W lamps. Ex- 
cellent for formal living, bedroom or dining 
rooms. 








V-4017 

diffusion 
galleries 
prisms, 
lamps. 



Colonial charm with excellent light 

Two matching glass bowls with brass 

are hung with imported wood -polished 

17" diameter, 12^" depth. Four 60-W 
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V-1615 Etched glass ivory canopy with 
brass accent. Light spread is soft, 
shadowless. 15" diameter. 7" depth. 
Two 60-W lamps. 
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V-4465 Complimentary wherever you 
use it ... in the game room, or hall, 
bedroom or kitchen. Polished brass is 
perforated. Imported satin opal glass. 
Diameter 16". Depth 4%". Three 
60-W lamps. 

V-4460 Same fixture as above but in 



12" diameter, 
lamps. 



4%" depth. Two 60-W 
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V-714 White glass with modern ribbed 
design. Canopy is ivory finish, deco- 
rative knob is brass. 14" square. 6" 
deep. Two 60-W lamps. 
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Halls and Stairs and Accent Lighting 

I 

Now, with "the light idea" by Virden, halls and stairways no longer need be 

unattractive passageways. They can become gay and attractive extensions 

of your home, carrying forward your decorative scheme . . . adding to 

the well-being of your family and guests. Let Virden lighting widen a narrow 

hall, point up a painting, light a friendly grouping. There are dozens 

of designs from traditional to modern, period to contemporary, to gain 

the effect that is just right for you. 
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V-6290 Three in-line down lights in a 
modern treatment. Literally a fixture of a 
dozen uses. Over a planter, room dividers, 
in the kitchen, family room, dining area. 



Finished in polished brass, it is a beauti- 
fully decorative accent by day, a dramatic 
light source at night. Length 22", depth 10". 
Uses three R-20 30-W reflector lamps. 







V-6266 Two-light 
bullet for wall 
mounting, with 
adjustable swivels. 
Finished in satin 
aluminum. Length 
10 Yi'. Backplate 
5". Two R-40 
150-W lamps. 




V-6265 

brass. 



Polished 



V-6255 Two-light 
bullet for ceiling 
mounting. Com- 
pletely adjustable. 
Finished in polish- 
ed brass. Length 
1234". Backplate 
5". Two R-40 
150-W lamps. 
V-6256 Satin 
aluminum finish. 







V-6235 Single bullet 
for wall mounting. 
Completely adjust- 
able. Polished brass. 
Length 103^". Back- 
plate 5". One R-40 
150-W lamp. 
V-6236 Satin alumi- 
num. 



V-6225 Single bullet 
for ceiling mounting. 
Completely adjust- 
able. Finish polished 
brass. Length 12^" . 
Backplate 5". One 
R-40 150-W lamp. 
V-6226 Satin alumi- 
num. 
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V-6231 Single bullet for 
wall mounting. Re- 
flector is perforated for 
added interest. Com- 
pletely adjustable. 
Polished copper. Length 
9". Backplate 5". On- 
off switch. One R-30 
75-W lamp. 

V-6230 Polished brass. 

V-6232 Satin aluminum. 



V-6220 Single bullet for 
ceiling mounting. Per- 
forated reflector. Com- 
pletely adjustable. Fin- 
ish polished brass. 
Length 10?4". Back- 
plate 5". One R-30 
75-W lamp. 

V-6221 Polished copper. 
V-6222 Satin aluminum. 




V-6242 Two-light bullet for ceil- 
ing or wall mounting. Perforated 
reflectors, fully adjustable. Fin- 
ished in satin aluminum. Length 
9". Backplate 5". Turn switch. 
Two R-20 30-W lamps. 



./3f 



V-6240 Same as above 
but in polished brass. 



V-6210 Single bullet for 
ceiling or wall mounting. 
Perforated reflector, fully 
adjustable. Finished in 
polished brass. Length 9". 
Backplate 5". Turn switch. 
One R-20 30-W lamp. 
V-6212 Same as above but 
in satin aluminum. 



V-6261 Two-light bullet for wall mount- 
ing. Completely adjustable. 
Finish is polished copper 
with perforations. 
Height 9". Back- 





plate 5". Turn 
switch. Two 
R-30 75-W 
lamps. 

V-6260 Polished 
brass. 
V-6262 Satin aluminum. 

V-6250 Two-light bullet 

ceiling mounting. 

y adjustable. 

hed brass finish 

th perforations. 

Length 10%". 

Backplate 5". 

Two R-30 75-W 

lamps. 

V-6251 Polish- 
ed copper. 

V-6252 

Satin alumi- 
num. 




V-5002 Surface mounted 
accent fixture for use with 
R-30 75-W spot or flood 
type lamp. Adjusts 45° 
from vertical 358° rotation. 
Length 5%". Diameter 
§ l A" . Satin aluminum 
finish. 

V-5001 Satin copper. 
V-5000 Satin brass. 





V-6200 Perforated down- 
light with crystal lens. 
Polished brass. Length 
7%", width 5%". One 
100-Wlamp. 

V-6201 Polished copper. 

V-6202 Satin aluminum. 



V-6273 Black louver acces- 
sory for use with Virden 
bullets. For all bullets 
using R-30 75-W lamps. 

V-6274 Same as above for 
bullets using R-40 150-W 
lamps. 



Both louvers equipped with clips for color lens. 
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V-5880 Unusual design in a tran- 
sitional ceiling unit of polished 
brass with imported hand blown 
ceramic glass clear line decoration. 
Length 9H". Width 6". One 
60-W lamp. 



V-6880 Polished brass finish with 
imported hand blown ceramic 
glass clear line decoration. Ex- 
tends 8", width 6". One 60-W 
lamp. On and off switch. 



V-5860 A modern ceiling unit, 
highly polished brass finish. Shade 
is clear crystal, highlighted with 
fine frosty white lines. Length 
9y 2 ". Width 6". One (F15) 25-W 
or 40-W lamp. 




V-6320 Transitional wall bracket. 
Amber beaded glass. Polished 
brass. Length 8". Width 4^". 
Extends 4^". One 75- W lamp. 
Turn switch, 

V-6322 Crystal beaded glass and 
polished chromium finish. Con- 
venience outlet and switch. 





V-6830 Modern crystal and gleam- 
ing chromium in an unusually 
attractive design. Length 12". 
WidthS". Extends 5". One 60-W 
lamp. Convenience outlet and 
switch. 



V-6840 Unusual, graceful wall fixture. Excellent 
for use with mirrors — either vertically in pairs or 
horizontally. Crystal beaded glass. Trim 
polished chromium. Convenience outlet and 
switch. Length 18". Width 5". Extends 5". 
Two 60-W lamps. 
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V-2870 Three-light ceiling fixture. Crystal clear 
glass with frosty white line decoration. Trim is 
polished brass. Length 10". Width 18". Three 
25-W or 40-W (F15) clear flame-type lamps. 







V-6860 A companion to V-2870 in a 
single wall light. Length 6J^". Ex- 
tends 7". Backplate5". Turn switch. 
One 25-W or 40-W (F15) clear flame- 
type lamp. 



<F^ 
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V-4310 



V-4320 Ceiling 
bowl of white 
opal glass set in 
polished brass 
band. Diameter 
10", depth 4^"- 
One 100-W 
lamp. 

V-4322 Chro- 
mium. 

V-4312 Fine for 
halls, over sinks. 
White opal 
glass. 7" diam- 
eter. 4" depth. 
Chromium fin- 
ish. One 60-W 
lamp. 

V-4310 Polished 
brass. 



V-2052 Accent 
lighting in a ceiling 
unit. Polished cop- 
per perforated re- 
flector. Has clear 
crystal glass in 
bottom. Canopy is 
black. Length 
6%", width 6%". 
One 60-W lamp. 
V-2051 Brass and 
black. 



V-2041 An inter- 
esting variation in 
perforated polish- 
ed brass. Clear 
bottom lens. 
Length 6M", 
width 6M"- One 
60-W lamp. 



V-5520 Polished 
brass, ceiling 
unit with white 
ceramic glass 
for soft light dif- 
fusion. Length 
6", width 7". 
One 60-W lamp. 




V-2051 






V-2012 Black canopy and perforated brass 
hood. 12" crystal beaded glass. Length 4", 
width 6M". One 60-W lamp. 



V-400 Ivory holder wired with 
strap. Drop 3", width 5J/£". 
V-401 Chromium finish. 




V-400 




V-1741 Colonial lan- 
tern in copper and 
rusty iron. Ceiling 
mounting. Frosted 
glass chimney. 
Length 12^", width 
%Y Ac H . One 60-W lamp. 



V-1701 A beautiful wall 
bracket in rusty iron 
with copper trim. Shade 
is frosted glass. Extends 
&}4". Backplate b]4" . 
One 60-W lamp. On 
and off switch. 



V-5890 Colonial hall fix- 
ture. Finished in polish- 
ed brass. Shade is frost- 
ed glass, simulated cut 
design. Length 10", 
width 6". One 60-W 
lamp. 



V-6881 Colonial wall 
bracket. Finished in 
polished brass. Shade is 
frosted glass, simulated 
cut design. Turn switch. 
Extends 5". Backplate 
4^". One 60-W lamp. 




*f£* 
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V-5350 For entranceway. Ceramic 
white glass with crystal clear lens 
in bottom for downlighting. Pol- 
ished brass canopy. 63^" length. 
One 60-W lamp. 




V-317 Jewel-like globe. Clear 
glass with polished brass canopy. 
Excellent light spread. Ideal for 
porch or hallway. Length 63^". 
Width 6H*. One 60-W lamp. 





V-518 



V-517 Frosted glass has star 

design. Polished brass canopy. 

Length 7", width 4^". One 60-W 

lamp. 

V-518 Same as above, chromium 

canopy. 




V-2808 Colonial ceil- 
ing unit. Frosted 
glass bowl has cut 
glass design, brass 
trim. Diameter 9". 
Depth 5". Two 60-W 
lamps. 
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V-292 Colonial fixture in 
polished brass and frosted 
glass. Hand cut design. 
Length 4%", width 5^". 
One 60-W lamp. 
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Kitchens 




Was there ever a busier room than the 
kitchen? Even guests, no matter how- 
hard you try, somehow manage to gravi- 
tate to it. Then, why not apply "the 
light idea"? Make your kitchen a con- 
versation piece ... in beauty and effi- 
ciency. Be sure to select Virden fixtures 
for over the sink and range, under the 
cupboards, on the ceiling and in the din- 
ette. Make your kitchen the brightest in 
town, and the happiest to work in, too! 
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V-6952 Fluorescent under-cabinet light to speed 
your kitchen chores. 24" length, extends 5", 
2%" deep. Finished in white baked enamel. 
Styrene diffuser. 20-W pre-heat lamp. With 
turn switch and convenience outlet. 
V-6953 Same as above but 20-W quick-start 
lamp. 




J \ 



V-4292 Ceiling unit featuring perforated 
hood with decorative white ceramic glass. 
Finish is polished aluminum. 16" diameter, 
5 : V deep. Three 60-W lamps. 
V-4290 Polished brass. 



V-4280 Perforated reflector and 
white ceramic glass. 12" diameter. 
For individual or companion use. 
Finished in polished brass. Two 
60-W lamps. 
V-4282 Polished aluminum. 



V-2029 





V-2030 



V-2028 Contemporary de- 
sign for wide spread light. 
Perforated 18" reflector, 
white glass. Black and 
brass finish. Three 60-W 
lamps. 

V-2029 Brass finish. 
V-2030 Copper finish. 
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V-4475 For the modern look. 16" square type 
ceiling unit, with perforated hood in polished brass. 
Glass is white bent in pleasing design. Four 60-W 
lamps. Depth 5J#\ 
V-4476 Polished copper. 
V-4477 Polished aluminum. 



V-4471 Perforated, 12" square. Finished 

in polished copper. Two 60-W lamps. 

Depth 4%". 

V-4470 Polished brass. 

V-4472 Polished aluminum. 



I 




V-4550 Informality in a shallow type ceil- 
ing unit. 17" diameter. Polished brass 
reflector, white glass with polka dot design. 
Drop 5%". Three 60-W lamps. 

V-4551 Finish: Polished copper. 

V-4553 Finish: Black. 



V-4352 A modern blending of metal 
and white ceramic glass, 12 3^2" diam- 
eter. 4}/£" depth. Finished in polished 
aluminum. Three 60-W lamps. 
V-4350 Polished brass. 
V-4351 Polished copper. 



V-4340 Diameter 9 l A" ■ ■ • 
for dinettes, hallways, utility 
rooms, etc. Finished in 
polished brass. 4" depth. 
Two 60-W lamps. 
V-4341 Polished copper. 
V-4342 Polished aluminum. 



i 
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V-4112 



V-4110 




V-4111 



V-4100 Smart new modern ceiling fixtures 
equally at home in den, dining room, bed- 
room, bath, kitchen or hall. 



Fixture 








Watt 


No. 


Size 


F 


nish 


Capacity 


V-4100 


6 x 4^" 


Pol. 


Brass 


60W 


V-4101 


6 x 4M" 


Pol. 


Copper 


60W 


V-4102 


6 x 4M" 


Pol. 


Aluminum 


60W 


V-4110 


8 x 4y 2 " 


Pol. 


Brass 


100W 


V-41 1 1 


8 x Ay 2 " 


Pol. 


Copper 


100W 


V-4112 


8 x 4^" 


Pol. 


Aluminum 


100W 


V-41 20 


10 x 4H" 


Pol. 


Brass 


150W 


V-41 21 


10 x 4H" 


Pol. 


Copper 


150W 


V-41 22 


10 x 4H" 


Pol. 


Aluminum 


150W 



V-4322 Opal glass com- 
bined with chromium. 
An excellent unit. 10" 
diameter. 4%," depth. 
One 100-W lamp. 

V-4320. Polished brass. 




V-4310 For halls or 
over sinks. White opal 
glass. 7" diameter. 
Depth 4". Finish: Pol- 
ished brass. One 60-W 
lamp. 

V-4312 Same as above. 
Finish: chromium. 





V-710 Chromium kitchen ceiling fix- 
ture. White glass, crystal louvered 
bottom, 10" diameter, 5M" depth. Two 
60-W lamps. 

V-708 Same style and finish, 8" di- 
ameter, 5" deep. Two 60-W lamps. 
V-706 Same style and finish. 6" di- 
ameter, 4%" depth. For one 60-W lamp. 






Opal glass smartly trimmed in chromium. 

V-609 9" diameter, 5" deep. Two 

60-W lamps. 

V-611 11" diameter, 5" deep. Two 

60-W lamps. 

V-613 13" diameter, 5" deep. Three 

60-W lamps. 

V-625 15" diameter, 6" deep. Three 

75-W lamps. 







V-1411 Square glass unit. 
10" chromium holder and 11" 
crystal bottom glass, 5" deep. 
Two 60-W lamps. Bath or 
kitchen. 

V-1407 Same unit, 6" holder, 
7" square, 4%" deep. One 
60-W lamp. 
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V-4824 Handsome fluorescent fixture with many 
applications; kitchen, bath, recreation room, work- 
shops. Clear plastic high efficiency lens, chromium 
end plates. Mounts flush to ceiling. 48 M>" long 
by 9" wide by 3M" deep. Two F40T12 rapid start 
fluorescent lamps. 










\ V-4962 One 22-W, one 
\32-W, one 40-W with 
lamps. Finish: Chrom- 
, ium. Size 11%*, depth 
including lamps 4%". 
V-4964 Same as above. 
Finish: White Enamel. 



V-4952 One 32-W, one 
40-W with lamps. Fin- 
ish: Chromium. Size 
11%", depth including 
lamps 3 %". 

V-4954 Same as above. 
Finish: White Enamel. 



^SS 





V-4942 One 22-W, one 32-W 
with lamps. Finish : Chromium. 
Size 11%", depth including 
lamps 4:%". 

V-4944 Same as above. Finish: 
White Enamel. 



V-4932 One 32-W with 
lamp. Finish chromium. 
Size 11%*. Depth 2>%" ■ 
V-4934 Same. White 
enamel. 

V-4922 One 22-W with 
lamp. Finish: chromium. 
Size 8%". Depth 3%". 
V-4924 Same. White 
enamel. 




V-4970 Plastic diffuser 
for use with center mount- 
ed two or three-lamp 
circline fixture. Spread 
21 Y 2 ", depth 5V 2 ". 



Sunshine 

Ceilings 







4 
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The newest, brightest idea in light- 
ing! A packaged, illuminated ceiling 
unit at a fraction of the cost of a 
built-in unit. It will flood your 
kitchen or bathroom with "sun- 
shine." You'll have soft, shadow- 
free illumination to lighten your 
chores . . . bring new warmth and 
friendliness to those important 
rooms. Can be easily installed to an 
existing outlet. When used with the 
new coloramic lamps, a most un- 
usual and beautiful effect is secured. 
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Circline Fixtures in all sizes also available without 
lamps. See Price Sheet for ordering information. 
Note: All Circline Fixtures are equipped with Rapid 
Start Ballasts. 



Sunshine 

Ceilings 



/ 




V-8046 4' x 6' unit. 
6 white medium impact 
polystyrene panels provide ex- 
cellent light diffusing, easily re- 
moved for maintenance. Grid diffuser 
suspends 83^" from ceiling. Six 100- W 
lamps. 




S 



V-8044 4' x 4' unit. For use in 
smaller rooms, lavatories, 
etc. Grid diffuser suspends 
8K" from ceiling. Four 100- W 
lamps. 



A surface mounted 24" square, 33^" deep. 
Flourescent fixture with medium-impact poly- 
styrene diffusers. Finish: baked white enamel. 




V-10264 Unit, right, for use 
with four 20- W fluorescent lamps* 
with starter. \ 

V-10265 Unit, right, for use 
with four 20-W quick start fluo- 
rescent lamps.* 



V-8047 Kit of plastic side panels 
53/2" high. Recommended for use 
when Sunshine Ceiling V-8046 unit 
is installed on larger ceilings. Con- 
ceals lamp sockets. 

V-8045 Kit of plastic side panels 
5J4" high for use with Sunshine 
Ceiling V-8044. 



Recessed 24" square with polystyrene 
diffuser. Housing: 24" x 24" x Z\q' 
deep. Trim size: 26" x 26"; white 
baked enamel finish. 



V- 10274 Recessed unit, left, for four 
20-W pre-heat fluorescent lamps.* 

V- 10275 Recessed unit, for use with 
four 20-W quick start fluorescent 
lamps.* 



Lamps not included. Page V-37 
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V-646 1 White stippled 36" bent glass. Above or beside mirror. Chromium 
backplate 4" x 22". Extension 5". With outlet. Six 60-W lamps. 

v-6462 Same as above. Wired pull chain with outlet. 

v-644 1 White stippled 24" bent glass. Above or beside mirror. Chromium 
backplate 4" x 13". Extension 5". With outlet. Four 60-W lamps. 

V-6442 Same as above. Wired pull chain with outlet. 

V-642 1 White stippled 16" bent glass. Above or beside mirror. Chromium 
backplate 5". Extension 5". With outlet. Two 60-W lamps. 

V-6422 Same as above. Wired pull chain with outlet. 






V-493 Smartly styled chromium finish bathroom 
incandescent fixture for 40-W or 75-W tubular 
showcase lamps. Opal glass cylinder. 2J^ W x 15" 

chrome backplate. Extends 3". Wired with turn 
switch and convenience outlet. 




fir 
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V-6971 
V-6972 



V-6463 A 4-light incandescent fixture. 
Frosted glass with interesting design, 
shaped to add a modern touch. Chro- 
mium base. 26" long, i\i" wide, 5" 
deep. Four 60-W lamps. With con- 
venience outlet. 

V-6466 Same as above but with pull 
chain. 



V-6463 Excellent for use in 
smaller baths and lavatories. 
Convenience outlet in base. 16" 
long, i}4" wide, 5" deep. Two 
60-W lamps. 

V-6464 Same fixture as above 
but with pull chain. 






Clip-on swivel shade for Virden fluorescent fixtures. 

frosted glass with modern beaded design. Excellent light 

diffusion. Clips on to socket. 

V-6981 20" length. For use on 15-W fluorescent unit. 

V-6982 26" length. For use on 20-W fluorescent unit. 

Fluorescent unit in chromium. For horizontal or vertical 

use . Backplate is 3" x 4 J^". 

V-6816 15-W with starter. Length 21". 

V-6817 15-W quick start. Length 21". 

V-6821 20-W with starter. Length 27". 

V-6822 20-W quick start. Length 27". 

Chromium reflector for use with Virden fluorescent fixtures. 

Snaps on to socket. Adjustable. 

V-6971 18" length. For use on 15-W fluorescent units. 

V-6972 24" length. For use on 20-W fluorescent units. 
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V-6473 A beautifully formed frosted 
glass. Bright, gleaming chromium back- 
plate with convenience outlet. 25" long, 
5%" wide, 4" deep. Four 60-W lamps. 
V-6474 Same fixture as above but 
with pull chain. 



i 
t 

V-6471 For use in smaller bath- 
rooms. 16" x h%" . Swivel in 
shade for easy adjustment. Con- 
venience outlet. Two 60-W lamps. 
V-6472 Same as above but with 
pull chain. 
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V-6912 Chromium 
Joiner Strip 




V-6960 Chromium 
cover plate to con- 
ceal present outlet 
unci permit installa- 
tion of fixture with 
narrower backplate. 
4* jr." diameter. 



v-6942 Four-foot fluorescent fixture with poly- 
styrene plastic diffuser. End plates are chromium. 
Distributes an even light in all directions. Con- 
venience outlet and pull switch included. Use as 
an individual light where you want wide distribu- 
tion or for continuous rows (use V-6912 joiner strip) 
in hall or play areas. Backplate 4J/£" x 48". One 
40-W rapid start fluorescent lamp. 

V-6943 Same fixture as above but wired keyless. 

V-6932 Same fixture as V-6942 above in 36" length. 



Convenience outlet and pull switch included. Back- 
plate ±V 2 " x 36". One 30-W fluorescent lamp. 
V-6933 Same fixture as V-6932 but wired keyless. 
V-&922 Same as V-6942 above but in 24" length. 
Backplate 4^" x 24". One 20-W trigger start 
fluorescent lamp. Convenience outlet and pull 
switch included. For continuous row use V-6912 
joiner strip. 

V-6923 Same fixture as V-6922 above but wired 
keyless. 



Virden fluorescent strip for functional or decorative 
lighting. Can be used with chromium reflector below 
for effective lighting of larger bathrooms, dressing 
rooms, etc. Finish chromium. Knockouts for switch 
and convenience outlet. 



v-6964 48" length. One 40-W RS fluorescent lamp. 
V-6963 36" length. One 30-W RS fluorescent lamp. 
V-6962 24" length. One 20-W RS fluorescent lamp. 



Chromium reflector for use with fluorescent strip 
above. Clips on fixture sockets. Adjustable. 



V-6974 48" length. For use with V-6964. 
V-6973 36" length. For use with V-6963. 
V-6972 24" length. For use with V-6962. 




v-6570 Smartly styled bathroom unit. 
Chromium trim. Has convenience outlet. 
11" wide, b}4" backplate. Two 60-W lamps. 

V-6571 Same as above but with convenience 
outlet and on-off pull chain. 





V-6610 Enameled glass with large clear 
crystal bottom. Chromium holder. Con- 
venience outlet. Extends 9", width 6". One 
75-W lamp. 

V-6611 Same as above but with pull chain. 
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V-6322 Frosted glass with 
crystal beaded design. Chro- 
mium trim with convenience 
outlet. On and off switch. 
Length 8". Extends 4 14"- 
One 75-W lamp. 
V-6320 Same as above with 
gold beaded design. Brass 
trim. On and off switch. 
Length 8". Extends i]4". 
One 75-W lamp. 





v-6830 A beautiful bracket 
in the contemporary manner. 
Ceramic glass cone high- 
lighted with crystal beads, 
chromium band and back- 
plate. Lovely in pairs. 
Length 12", width 5". One 
60-W lamp. 
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V-6840 New and lovely. A 
flowing design in bent glass 
with a smart pattern in 
beaded crystal. Accented 
with chromium backplate. 
Turn switch and convenience 
outlet. Length 18", width 5". 
Extends 5". Two 60-W 
lamps. 
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Outdoors, Gardens 



Todav the outdoors is part of your living area. Lighting, planned with "the light idea" makes it more beautiful, 
or ' able more fun. Gardens and walks, glowing with light and color . . . recreation areas, bathed in soft 
, . ,. /, entranceways that are at once dramatic and hospitable. With the proper outdoor lighting 

you^an add value and beauty to your home 



and achieve it all with little additional cost. 




A Family Grouping of Outdoor Fixtures 




V-7853 Wall lantern. Finish black and brass. Made of alumi- 
num. 9H" square. Extends 12", length 14". One 100-W lamp. 
V-7863 Wall lantern with wrought iron scroll. Black and brass. 
9y 2 " square. Extends 12", width 26". One 100-W lamp. 
V-7873 Post lantern in satin black and brass. Cage 9^" 
square. 14" high. Fits standard 3" post. One 100-W lamp. 
Made of aluminum. 




V-7873 





V-7750 Solid brass. Length 12% , 
width 5K". Extends 6%' • One 
(F15) 40- W medium base lamp. 
V-7753 Same but satin black on 
aluminum. 



V-970 Made of aluminum finished 
in satin black. 53^" square. Length 
12y 2 ". One 75-W lamp. 



V-975 Aluminum finished in satin 
black. 7" square. Length 16 Yi' . 
One 75-W lamp. 




V-7730 Polished solid brass wall 
lantern in a transitional design. 
Length %%", width 5M" • Extends 
6M". One (F15) 40- W medium 
base flame type lamp. 
V-7733 Same as above but made 
of aluminum finished in satin black. 




I ~M L.LJ 
I ~ i i » i_i_i. 

"~i IM I 

rrrCu3! 

.LU.'JI 



V-7740 A solid brass, highly pol- 
ished ceiling lamp. Length 9W, 
width 5K". One (F15) 40-W 
medium base flame type lamp. 
V-7743 Same as above but made 
of aluminum finished in satin black. 
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V-7993 An unusual and effective 
wall lamp. Made of aluminum, 
finished in satin black. Clear glass 
with screen design. Length 10", 
width 5". Extends 6%". One 
(F15) 40-W medium base flame 
type lamp. 





V-7763 Twin lanterns in an Old 
English design. Made of east 
aluminum, crinkled glass, rich 
black and brass finish. Cages 7" 
square. Spread 22". Two 100- W 
lamps. Fits standard 3" post. 





V-874 The clean contemporary- 
look in an outdoor lantern. Fin- 
ished in satin black on aluminum 
with brass trim. White opal glass 
in ribbed design. Length 16 J^". 
Diameter 14". Fits standard 3" 
post. One 100-W lamp. 
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V-7615 Spotlight with 
spike to bring night time 
beauty to your trees, 
shrubs and attractive 
plantings. Can be wired 
to x /2 rigid conduit, or 
attached permanently to 
outlet box (plate supplied). 
6' cord furnished. Made of 
cast aluminum. Natural 
finish. Length 7", width 
5". One Par 38 100-W or 
150-W spot or flood lamp. 



V-7625 Garden or walk light. Equipped 
with spike or can be wired to Y4' rigid 
conduit. 10' cord and plug. Finished 
in Tole Green. Fibre glass shade. 
Length 52" (including spike). One 75-W 
lamp. 
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V-7605 Louvered "garden light. 
Equipped with spike or can be wired 
to Yi' rigid conduit. 12' cord and 
plug furnished. Length (including 
spike) 30". Finished in Tole Green. 
One 75-W lamp. 



V-872 Rugged colonial post lan- 
tern. Made of cast aluminum fin- 
ished in satin black. Won't rust. 
Trimmed in brass. Chimney is 
frosted glass, panels clear glass. 
Cage is 10" square, 18" high. Fits 
standard 3" post. One 100-W lamp. 




V-7920 Beautiful contem- 
porary to add distinction 
to your home. Features 
twin lanterns, in black on 
aluminum with brass ac- 
cents. Glass is white opal. 
Overall width 22". Fits 
standard 3" post. Two 
75-W lamps. 




V-7840 Contemporary aluminum out- 
door lantern. Finished in satin black 
and polished brass, with opal glass 
shade. Height 13" . Diameter 15". 
Fits standard 3" post. One 100-W 
lamp. 



V-7908 Wrought iron bracket 
and redwood sign. Fits all 
Virden posts. Extends 21". 
Sign is 14" x hy 2 " . 



V-7815 A Colonial design in all plastic. 
Can't rust, never needs painting. Jet 
black finish with brass trim. Chimney 
is frosted glass. Panels clear glass. 
Height 18^". Cage is 15" x 10 y 2 ". Fits 
standard 3" post. One 100-W lamp. 





V-7873 An interesting variation of the 
Colonial design. Finished in satin black 
on aluminum with brass trim. Height 
14". Cage is 9^" square. Fits standard 
3" post. One 100-W lamp. 



\ 



V-7900 Adjustable 
lantern post. Stand- 
ard 3" top. Telescopes 
from 4'9" length to 
7'6". Heavy gauge 
steel. Black with 
brass collar. Drilled 
for conduit. 



V-7901 Same as 
V-7900 except 
has ladder bar. 
Bracket ex- 
tends iy 2 ". 



V-7907 Wrought iron 
post in a particularly 
handsome design. 
4" square, 82" length. 
Has standard 3" fitter 
on top. Finished in 
satin black. 
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V-7353 Black bracket with brass trim 
for indoor or outdoor use. White 
ceramic glass; crystal bottom lens. 
Extends 6". Height 6 H"- One 75-W 
lamp- Made of aluminum. 



V-7830 For porch ceiling or 
hall. Black on aluminum with 
brass trim. Opal glass shade. 
Height 8^". Spread 7" ', canopy 
4%". One 75-W lamp. 



V-7930 Black lantern with accents 
of polished brass, opal white glass. 
Height 9". Backplate 4%". Ex- 
tension S}4". One 75-W lamp. 







V-7210 



V-408 Antique solid copper bracket, 
clear crackled glass, black wire trim. 
71/" high, &%" extension. One 75-W 

lamp- 



V-407 



Same solid brass and black. 



V-7200 The nautical look. For 
indoor or outdoor use. Polished 
solid brass; black wire cage. 
Length 8", width 6%"- Ex- 
tends 7M"- One 75-W lamp. 

V-7201 Polished solid copper. 



V-721 1 Polished solid copper with 
black wire cage. Marine type 
glass. Length 8", width 6^". One 
75-W lamp. 

V-7210 Polished solid brass. 




V-7421 Handsome ceiling unit. Can 
be used indoors or out. In polished 
copper with white decorative glass. 
4" deep. 12" square. Two 60-W lamps. 

Black with brass trim. 




V-673 



V-674 



y.7775 Manor house charm in forged 
iron and crackled glass. Made of cast 
aluminum 7" x 7" x 8Jtf" high. One 
100-W lamp. 
V-7773 Black and brass. 



V-672 Forged iron ceiling unit. Made of cast 

aluminum with weathered finish. Simulated 

hand made glass. 9%" square, ^y 2 " deep. One 

60-W lamp. 

V-674 Antique copper. 

V-673 Black. 
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V-7960 





V-7910 The popular carriage light 
in a modern feeling. Finished in 
black and brass on aluminum. 
Glass is white opal. Length 13". 
Backplate 4%". Extends $%". 
One 75-W lamp. 



V-7961 Highlight your entrance- 
way with this smartly modern 
lantern. Finish : black and copper. 
Length 9". Backplate 63^" x 7%". 
One 75-W lamp. 

V-7960 Polished brass and black. 



V-7940 Unusual contemporary lan- 
tern. Backplate and arm is made 
of cast aluminum. Finish: black 
and brass. Glass: white opal. 
Length liy 2 " . Extends 9^". Back- 
plate 4y 2 " x 5". One 75-W lamp. 



r 



l 





We call these units "friendly moderns" because of their clever 
design, pert appearance. On both, the white opal glass twists into 
the metal cover. (Patent No. 2,858,418.) 

V-7882 (Above left) is for ceiling mounting, finished in satin 
aluminum. Length 7", width 5". One 100-W lamp. 

V-7982 (Above right) is wall mounted. Finished in satin alumi- 
num. Length 7". Extends 6". One 100- W lamp. 



V-6221 Outdoor endmount bullet in 
polished copper. Fully adjustable. 
Length 10%". Backplate 5". One R-30 
75-W lamp. (Made of aluminum.) 




\fc 




V-7952 Swivel type double socket for outdoor use. 
For floodlighting driveways, walks, activity 
areas. Completely adjustable. Made of steel, 
cadmium plated to prevent rust. For medium 
base reflector flood or spotlights. 

V-7951 Single light swivel type. 




V-6251 Outdoor endmount twin bullet 
in polished copper. Fully adjustable. 
Length 10%". Backplate 5". Two R-30 
75-W lamps. Excellent for use under 
the eaves, to light walks, gardens, 
patios. (Made of aluminum.) 
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V-90 Bar Hangers 
Optional 




Virden * Internall y 

For installation in 



DROP 
OPAL 







FRESNEL 



UNDERWRITERS APPROVED FOR 
STANDARD 60° WIRE 



BENT 
DECORATED 



No External Outlet Box 

UL Approved 

Die Cast Trims 

Flat Spring Trim Lockup 

Efficient Reflector 

No Light Leakage 

Easy Relamping 




*Patent Pending 



75-Watt Pre-Wired 
Recessed Square 

8x8x5 Housing 
9^x9^ Trim 


100-Watt Pre-Wired 
Recessed Square 

10x10x5 Housing 
11^x11% Trim 


150-WaH Pre-Wired 
Recessed Square 

12x12x5 Housing 
13 ?^xl3 % Trim 


NOTE: Virden recessed fix- 
ture numbers represent 
Complete Units. (Housing, 


Trim and Glass.) For 
Finish Opening Size, add 
y%" to Housing Size. 


V-83-30-36 
V-83-30-37 
V-83-30-38 
V-83-30-39 

V-83-31-36 
V-83-31-37 
V-83-31-38 
V-83-31-39 

V-83-32-36 
V-83-32-37 
V-83-32-38 
V-83-32-39 

V-83-33-36 
V-83-33-37 
V-83-33-38 
V-83-33-39 

V-83-34-36 
V-83-34-37 
V-83-34-38 
V-83-34-39 


V-84-40-46 
V-84-40-47 
V-84-40-48 
V-84-40-49 

V-84-41-46 
V-84-41-47 
V-84-41-48 
V-84-41-49 

V-84-42-46 
V-84-42-47 
V-84-42-48 
V-84-42-49 

V-84-43-46 
V-84-43-47 
V-84-43-48 
V-84-43-49 

V-84-44-46 
V-84-44-47 
V-84-44-48 
V-84-44-49 


V-85-50-56 
V-85-50-57 
V-85-50-58 
V-85-50-59 

V-85-51-56 
V-85-51-57 
V-85-51-58 
V-85-51-59 

V-85-52-56 
V-85-52-57 
V-85-52-58 
V-85-52-59 

V-85-53-56 
V-85-53-57 
V-85-53-58 
V-85-53-59 

V-85-54-56 
V-85-54-57 
V-85-54-58 
V-85-54-59 


Brass Trim 
Brass Trim 
Brass Trim 
Brass Trim 

Copper Trim 
Copper Trim 
Copper Trim 
Copper Trim 

Chromium Trim 
Chromium Trim 
Chromium Trim 
Chromium Trim 

Satin Alum. Trim 
Satin Alum. Trim 
Satin Alum. Trim 
Satin Alum. Trim 

Satin White Trim 
Satin White Trim 
Satin White Trim 
Satin White Trim 


Albalite Glass 
Drop Opal Glass 
Bent Decorated Glass 
Fresnel Lens 

Albalite Glass 
Drop Opal Glass 
Bent Decorated Glass 
Fresnel Lens 

Albalite Glass 
Drop Opal Glass 
Bent Decorated Glass 
Fresnel Lens 

Albalite Glass 
Drop Opal Glass 
Bent Decorated Glass 
Fresnel Lens 

Albalite Glass 
Drop Opal Glass 
Bent Decorated Glass 
Fresnel Lens 



No. V-90 BAR HANGERS NOT INCLUDED. See Price Sheet for Ordering Information. 
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pre -Wired Recessed Boxes 

Old or New Construction 




This highly flexible and attractive fixture is 
suitable for many feature or accent lighting 
applications in the home or commercially. Box 
size 7 7 s " x 1W x 5" deep. Trim 12 V 2 " O.A. 
diameter. 

LESS LOUVERS 
V-8870 Satin Brass 
V-8871 Satin Copper 
V-8872 Satin Aluminum 




Adjustable pre- wired recessed eyeball accom- 
modates R-30-75W spot or reflector lamp. Made 
of aluminum. Louvered type adjustable 38° 
from vertical with 358° rotation. Open type 45° 
adjustment from vertical. 

WITH LOUVERS 
V-8860 Satin Brass 
V-8861 Satin Copper 
V-8862 Satin Aluminum 





V-8752 Fluorescent recessed with chrome frame 
and snow-white flat glass for 2 20-W fluorescent 
lamps. Low power factor; quick start only. Box 
is 8" x 24 Y A " ; depth 5" ; frame 10" x 26". Packed 
complete. 

V-8852 Fluorescent recessed with chrome frame 
and snow-white flat glass for 2 40-W fluorescent 
lamps. High power factor; rapid start only. Box 
is 8" x 48M" 5 depth 5" ; frame 10" x 50". Packed 
complete. 



ALL VIRDEN RECESSED HIGH HAT FIXTURES ARE FINISHED IN SATIN ALUMINUM. 
EQUIPPED WITH 57" OF No. 14-A.F. WIRE AND PLASTER RINGS. 




V-8201 Open bottom. Flange 
5y$"; housing 4M>"; overall 
5^". OneR30-75-W. 
V-8202 Open bottom. Flange 
1J4"; housing 514"', overall 
fyi". One R40-150-W. 




V-8212 Louvered. Flange 
7V; housing 5^"; overall 
§M". One 100-watt or R30- 
75-watt lamp. 

V-8213 Louvered. Flange 
7V 8 "; housing 5y 2 "; overall 
7' s". One R40-150-W. 




V-8232 Shower light. Water- 
proof gasket furnished. 
Flange 7%"; housing bV 2 "\ 
overall 6^". One75-\V lamp. 
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Virden's 
Valance 
Lighting 

adds new glamour 
to your lioixie 

Valance Lighting, with single or end- 
to-end strip fixtures, creates new and 
exciting home lighting effects — adds 
glamour and practicality to any room. 
This new kind of lighting is easily 
achieved with standard Virden Strip. 
You can use 15, 20, 30 and 40-watt 
units singly or in combination to 
meet any dimension. 



-2019 with Wondabar kit V-1954. 

A simple modern combination of 
four units. An excellent answer to 
any problem calling for effective, 
concentrated lighting. 



Virden Wondabar Kits transform 

low cost fixtures into Custom Lighting Units 



It's the new Virden Wondabar, the creator of economy 
multi-unit lighting. Make up your own multi-unit 
from stock fixtures (loop equipped) and rival custom 
creations of modern, colonial, early American, or 
contemporary styling. 



Wherever there is a desire for custom lighting, 
whether it is a dining room, restaurant, cocktail 
lounge, shoe store or apparel shop, the Wondabar, 
with its variety of applications and flexibility, can 
produce the "Custom Made" effect desired. 
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V-9115* 


15- W strip, 


18" 


long. 


9 






» 


V-9120* 


For 


20-W strip, 


24" 


long. 










9 






1 



++ 



V-9130* For 30-W strip, 36" long. 



V-91 40* For 40- W strip, 48" long. 






W 



Two kits are available to convert Virden 
standard strip into valance units. V-91 92 
includes complete self-aligning fittings 
to mount and support cornice board. 
Kit No. V-91 93 has a 10' white cord, 
plug and feed-through switch and bush- 
ing. See your department store or lum- 
ber dealer for cornice boards and traverse 
rods to meet your decorative ideas. 

Virden manufactures a special 48" strip 
for use with Dimmer Switch controls. 
For this application order V-9140-D. 
*See price list for listings on Virden's strip with 
HPF, LPF, QS or RS. 



A' 



PLASTIC SHIELD 

White ribbed clip-on plastic shield 
for use with Virden strip lighting. 
V-9610 

18" long. For 15-W strip. 
V-9612 

28" long. For 20-W strip. 
V-9613 

36" long. For 30-W strip. 
V-9614 

48" long. For 40-W strip. 



V-91 90 End plates 
for use on plastic 
shield above. Satin 
aluminum. 



V-9191 Chromium- ^ 
Joiner Band. Covers 
joints of the plastic 
shields when used in 
rows. Use as deco- ^ 
ration on shield. 




V-1120 with Wondabar kit V-1955. Smart, 
elegant, modern — another example of custom 
lighting at a cost within the budget of most 
business establishments. 



Wondabar Kit 
V-I953 3-lite 
28" arm spread 



Wondabar Kit 
V-1954 4-lite 

.34" arm spread 



Wondabar Kit 
v-1955 5-lite 

40" arm spread 



m" 



H 



Alt Wondabar Kits 
permit variation* in 
drop as shown. Kits 
do not include fixtures. 
All kits finished in Dove Gray. 
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Catalog No. V-60 Copyright 1959 VIRDEN LIGHTING, Div. John C. Virden Company, Cleveland 3, Ohio Printed in U. S. A. 




VIRDEN PRICE LIST 

LIGHT IDEA CATALOG V6Q 



EFFECTIVE DATE MAY 1, 1959 



GENERAL TERMS AND INFORMATION 

1. All fixtures produced by Local 1554 of International Brotherhood of Electrical Workers (AFL). 

2. Fixtures are approved and carry the label of Underwriters' Laboratories, Inc. 

3. Prices subject to change without notice. Merchandise returned without authorization will not be accepted. 

JOHN C. VIRDEN COMPANY, CLEVELAND, OHIO 




Fixture 
No. 

V-292 

V-317 

V-400 

V-401 

V-407 

V-408 

V-495 

V-512-FC 

V-512-R 

V-517 

V-518 

V-609 

V-611 

V-613 

V-614-FC 

V-614-R 

V-625 

V-672 

V-673 

V-674 

V-706 

V-708 

V-710 

V-714 

V-808 

V-810 

V-872 

V-874 

V-970 

V-975 

V-1015 

V-1040 

V-1050 
-1060 
-1062 
-1120 
-1121 
-1175 
-1180 
-1183 

V-1190 

V-1193 

V-1407 

V-1411 

V-1460 

V-1470 
-1471 
-1475 
-1476 
-1485 
-1486 
-1494 
-1495 
-1496 

V-1498 

V-1499 
-1516 
■ 1540 
-1550 
-1551 
-1553 
-1580 

V-1590 

V-1600 

V-1615 

V-1630 

V-1635 

V-1701 



Cat 

Page 
No. 

31 
31 

30 

30 

44 

44 

38 

23 

23 

31 

31 

35 

35 

35 

23 

23 

35 

44 

44 

44 

35 

35 

35 

24 

23&30 

23&30 

42 

42 

40 

40 

23 

14 

10 

10 

10 

14&49 

14&49 

5 

5 

5 

4 

4 

35 

35 

5 

7 

7 

6 

6 

6 

6 

8 

8 

9 

9 

8 

20 

11 

11 

11 

1 1 

15 

14 

4 

24 

10 

10 

16&31 



Cat. 

List Fixture Page 

Description Prices No. No. 

Polished Brass Holder; 1-60 W $11.00 V-1721 17 

Polished Brass Holder; 1-60W 4.80 V-1722 17 

Ivory Beamlite 3.00 V-1731 17 

Chromium Beamlite 3.80 V-1732 17 

Black & Brass Lantern; 1-75W 13.00 V-1735 16 

Copper & Black Lantern; 1-75W 13.00 V-1741 16&31 

Chromium Bracket; 1-40W 15.40 V-1751 16 

12" French Crystal; 2-60W 5.80 V-1752 16 

12" Rose Glass; 2-60W 5.80 V-1761 17 

Polished Brass Holder; 1-60 W 5.40 V-1762 17 

Chromium Holder; 1-60W 5.40 V-1781 17 

9" Chromium; Drum Opal Glass; 2-60W... 11.60 V-1782 17 

1 1" Chromium; Drum Opal Glass; 2-60W . . 15.20 V-1791 16 

13" Chromium; Drum Opal Glass; 3-60W .. 20.40 V-1860 12 

14" French Crystal; 4-40W 10.00 V-1880 12 

14" Rose Glass; 4-40W 10.00 V-1885 13 

1 5" Chromium; Drum Opal Glass; 3-75W ,. 25.20 V-1953 49 

Square Lantern; Forged Iron; 1-75W 15.80 V-1954 49 

Square Lantern; Black; 1-75W 15.80 V-1955 49 

Square Lantern; Copper; 1-75W 15.80 V-1964 11 

6" Chromium Holder; Crystal Glass; 1-60W 7.2O V-2012 30 

8" Chromium Holder; Crystal Glass; 2-60 W 9.6O V-2018 1 5 & 48 

10" Chromium Holder; Crystal Glass; 2-60W n.60 V-2019 1 5 & 48 

14" Decorated Glass; 2-60 W 12.00 V-2028 1 5 & 34 

8" Maple Holder; Decorated Glass; 2-60W 1 3.0O V-2029 1 5 & 34 

1 0" Maple Holder; Decorated Glass; 2-60W 1 7.00 V-2030 1 5 & 34 

Black; Brass Trim; 1-100W 47 80 V-2041 30 

Black; Brass Trim; 1-1 00 W 28.00 V-2051 30 

Black; 1-75W 23.00 V-2052 30 

Black; 1-75 W 27.00 V-2218 15 

15" w/Prisms; 3-60W 42.00 V-2219 15 

Portable Wall Bracket; 3-60 W o i,00 V-2220 15 

Extension Wall Bracket; 1-100W 98 ,00 V-2600 4 

Reel Fixture; Finish Brass; 2-60 W 35.80 V-2630 1 

Reel Fixture; Finish Aluminum; 2-60W 35 80 V-2808 31 

20" Chain Type; Brass; 1-150W 30^0 V-2870 12&29 

20" Chain Type; Copper; 1-150W 30 00 V-3118 20 

Polished Brass & Glass; 1-100W 38 00 V-3214 20 

Polished Brass & Glass; 1-100W 2 6 00 V-3216 22 

Polished Brass & Glass; 3-100W 62 00 V-3313 23 

Polished Brass & Glass; 1-100W 30.00- V-3315 23 

Polished Brass & Glass; 3-100W 80 00..—- V-3412 23 

7" Square w/Chrome; 1-60 W 9 ' 6 o V-3414 23 

1 1 " Square w/Chrome; 2-60W 14i0 V-3514 22 

Polished Brass w/Switch; 3-60W 60 V-3515 23 

Polished Brass; 5 (F15) 25 or 40W 136 00 V-3517 23 

Polished Brass; 6 (F15| 25 or 40W 152 00 V-3519 23 

Polished Brass; 5 (F15) 25 or 40W 144 00 V-3614 22 

Polished Brass; 6 (F15) 25 or 40W 156 00 V-3617 22 

Polished Brass; 5 (F15) 25 or 40W 120 00 V-3719 20 

Polished Brass; 6 (F15) 25 or 40W 136 00 V-3819 20 

Polished Brass; 2 (F15) 25 or 40W 47 ' 80 V-3820 20 

Polished Brass; 2 (F15) 25 or 40W 47 " 80 V-3920 21 

Polished Brass; 3 (F15) 25 or 40W 63 ' 80 V-392T 21 

Polished Brass; 4 (F15) 25 or 40W o O ' 80 V-4017 23 

Polished Brass; 6 (F15) 25 or 40W 107 80 V-4060 10 

1 5" Gold Beaded Glass; 4-60W 35 ' 2 o V-4062 10 

"17 Decorated Glass; w/Switch; 3-60 W 48 ' 00 V-4100 30 & 35 

1 7" Polished Brass w/Switch; 3-60W 35 ' 80 V-4101 30 & 35 

1 7" Polished Copper w/Switeh; 3-60W 35 ' 80 V-4102 30 & 35 

17"Black w/Switch; 3-60 W 31 " 80 V-4110 30&35 

Polished Brass w/Switch; 3-60 W 67 ' 2 o V-4111 30 & 35 

Fiber Glass; Brass Trim w/Switch; 3-60W . . . 53 00 V-4112 30 & 35 

Polished Brass w/Switch; 1-1 00 W 48 ' 00 V-4120 30 & 35 

15" w/lvory Canopy; 2-60W 13 ' 40 V-4121 30&35 

White Shade; Brass Trim; w/Switch; 1-100W 70 00 V-4122 30 & 35 

White Shade; Brass Trim; 1-75W 2 6 00 V-4280 22 & 34 

Rusty Iron & Copper; w/Switch; 1-60W , 3 ' 40 V-4282 22 & 34 

Prices quoted do not Include lamps 



List 

Description Prices 

Rusty Iron & Copper; 1-100W $33.00 

Satin Black & Brass; 1-100W 33.00 

Rusty Iron & Copper; 1-100W. . . , 25.00 

Satin Black & Brass; 1-100W 25.00 

Rusty Iron & Copper; 5-60 W 67.20 

Rusty Iron & Copper; 1-60W 19.80 

Rusty Iron & Copper; 1-100W 22.00 

Polished Brass & Black; 1-100W 22.00 

Rusty Iron & Copper; 3-way Switch 60.00 

Polished Brass & Black; 3-way Switch 60.00 

Rusty Iron & Copper; 3-way Switch 52.00 

Polished Brass & Black; 3-way Switch 52.00 

Polished Copper; 3-way Switch 57.00 

Polished Brass; 6 (F15) Flame Type 1 03,00 

Polished Brass; 5-60W 98.00 

Polished Brass; 5-60W 50.00 

Wondabar; 3-Arm 1 8 ,00 

Wondabar; 4-Arm 21 .00 

Wondabar; 5-Arm 23.80 

6' Track; White 27.00 

Polished Brass; 1-60W 20.00 

Satin Black; 3-60 W 39.00 

Polished Brass,- 3-60W 46.00 

Satin Black; 3-60W 31.80 

Polished Brass; 3-60W. 38.00 

Polished Copper; 3-60W 38.00 

Brass; 1-60W 1 3.20 

Polished Brass; 1-60W 1 1.80 

Polished Copper; 1-60W 11 .30 

Satin Black w/Switch; 3-60W 62.00 

Polished Brass w/Switch; 3-60W 68.00 

Polished Copper w/Switch; 3-60W 68.00 

Polished Brass; 1-100 W 36.00 

White Plastic; Brass Trim; 1-100W 50.20 

9" Brass Holder; Cut Glass; 2-60W 17.80 

Polished Brass; 3 (F15) 25 or 40W 39,00 

18" Round; 4-60W 20.00 

14" Round; 2-60W 14.00 

1 6" Square; 4-60W 22.80 

13" Round; Beaded Gloss; 2-60W 12.40 

15" Round; Beaded Glass; 4-60W 18.00 

12" Square; Beaded Glass; 2-60W 1 0.60 

14" Square; Beaded Glass; 4-60W 1 5.00 

Glass with 14" Perf. Gallery; 2-60W 15.20 

1 5" Round; 3-60 W 1 5. 4 

17" Round; 4-60W 18.80 

1 9" Round; 4-60W 20.80 

14" Square; 4-60 W 14*20 

1 7" Square; 4-60 W 1 7.80 

19" Round; 4-60W 26.60 

1 9" Round; Beaded Glass; 4-60W 30.60 

1 9" Round; Beaded Glass; 4-60W 30.60 

19" Round; Decorated Glass; 4-60W 39.40 

19" Square; Decorated Glass; 4-60W. . . . 39.40 

1 7" Round w/Prisms; 4-60 W 87.40 

14" Polished Brass; 2-60W 22^00 

1 4" Polished Aluminum; 2-60W 22.00 

6" Polished Brass; 1-60W 8^60 

6" Polished Copper; 1-60 W 8.60 

6" Polished Aluminum; 1-60 W 8.60 

8" Polished Brass; 1-100W n' 4 o 

8" Polished Copper; 1-100W 1 1 . 4 o 

8" Polished Aluminum; 1-100W n .40 

1 0" Polished Brass; 1-150W 1 9*80 

10" Polished Copper; 1-150W 19.80 

10" Polished Aluminum; 1-150W 19.80 

1 2" Polished Brass; 2-60W ] 8 *00 

1 2" Polished Aluminum; 2-60W 1 8 ,00 



Form No. 68V-400 





Cat. 


Fixture 


Page 


No. 


No. 


V-4290 


22&34 


V-4292 


22&34 


V-4310 


30&35 


V-4312 


30&35 


V-4320 


30&35 


V-4322 


30&35 


V-4340 


35 


V-4341 


35 


V-4342 


35 


V-4350 


35 


V-4351 


35 


V-4352 


35 


V-4460 


5&24 


V-4465 


5&24 


V-4470 


22&34 


V-4471 


22&34 


V-4472 


22&34 


V-4475 


22&34 


V-4476 


22&34 


V-4477 


22&34 


V-4520 


21 


V-4540 


11 


V-4550 


11 &35 


V-4551 


11 8.35 


V-4553 


11 &35 


V-4824 


36 


V-4922 


36 


V-4923 


36 


V-4924 


36 


V-4925 


36 


V-4932 


36 


V-4933 


36 


V-4934 


36 


V-4935 


36 


V-4942 


36 


V-4943 


36 


V-4944 


36 


V-4945 


36 


V-4952 


36 


V-4953 


36 


V-4954 


36 


V-4955 


36 


V-4962 


36 


V-4963 


36 


V-4964 


36 


V-4965 


36 


V-4970 


36 


V-5000 


27 


V-5001 


27 


V-5002 


27 


V-5350 


31 


V-5520 


30 


V-5860 


1 2 & 28 


V-5880 


12 & 28 


V-5890 


13&31 


V-6031 


13 


V-6051 


13 


V-6200 


27 


V-620I 


27 


V-6202 


27 


V-6210 


27 


V-6212 


27 


V-6220 


27 


V-6221 


27&45 


V-6222 


27 


V-6225 


26 


V-6226 


26 


V-6230 


27 


V-6231 


27 


V-6232 


27 


V-6235 


26 


V-6236 


26 


V-6240 


27 


V-6242 


27 


V-6250 


27 


V-6251 


27&45 


V-6252 


27 


V-6255 


26 


V-6256 


26 


V-6260 


27 


V-6261 


27 


V-6262 


27 


V-6265 


26 


V-6266 


26 


V-6273 


27 


V-6274 


27 


V-6290 


26 


V-6295 


14 


V-6296 


14 


V-6320 


28 & 39 



List 

Description Prices 

1 6" Polished Brass; 3-60 W $23.80 

1 6" Polished Aluminum; 3-60W 23.80 

7" Polished Brass; Opal Glass; 1-60W. . . 7.80 

7" Chromium; Opal Glass; 1-60W 7.80 

1 0" Polished Brass; Opal Glass; 1-100W ... 1 1 .80 

1 0" Chromium; Opal Glass; 1-100W 1 1 -80 

9/2" Polished Brass; 2-60W 14.60 

9/2" Polished Copper; 2-60 W 14.60 

9V2" Polished Aluminum; 2-60W 14.60 

12/2" Polished Brass; 3-60W 22.40 

12/2" Polished Copper; 3-60W 22.40 

1 2 Vi" Polished Aluminum; 3-60W . .". 22.40 

1 2" Polished Brass; 2-60W 26.40 

1 6" Polished Brass; 3-60W 38.00 

12" Square; Polished Brass; 2-60W 21.60 

12" Square; Polished Copper; 2-60W 21.60 

12" Square; Polished Aluminum; 2-60W. . . 21.60 

16" Square; Polished Brass; 4-60W 31.40 

1 6" Square; Polished Copper; 4-60 W 3 1 .40 

16" Square; Polished Aluminum; 4-60W. . . 31.40 

14" Polished Brass; 3-60W 22.80 

17" Ivory & Brass; 3-60W 31.60 

1 7" Polished Brass; 3-60W 24.40 

17" Polished Copper; 3-60 W 24.40 

17" Black; 3-60W 20.40 

2-40W Fluor. RS; Plastic & Chromium 62.00 

Chromium; 1-22W with Lamp 23.40 

Chromium; 1-22W less Lamp 1 5.80 

White Enamel; 1-22 W with Lamp 22.20 

White Enamel; 1-22 W less Lamp 1 4.60 

Chromium; 1-32W with Lamp 24.60 

Chromium; 1-32 W less Lamp 1 6.80 

White Enamel; 1-32 W with Lamp 23.00 

White Enamel; 1-32 W less Lamp 1 5.20 

Chromium; 1-22 W, 1-32 W with Lamps 38.00 

Chromium; 1-22W, 1-32W less Lamps 22.40 

White Enamel; 1-22 W, 1-32W with Lamps . . 36.40 

White Enamel; 1-22W, 1-32W less Lamps. . . 20.80 

Chromium; 1-32W, 1-40W with Lamps 44.20 

Chromium; 1-32W, 1-40W less Lamps 26.40 

White Enamel; 1-32 W, 1-40 W with Lamps . . 43.00 

White Enamel; 1-32W, 1-40W less Lamps. . . 25.20 

Chromium; 1-22 W, 1-32 W, 1-40W with Lamps 62.60 

Chromium; 1-22W, 1-32W, 1-40W less Lamps 37.00 

Wh. Enam,; 1-22 W, 1-32W, 1-40W w/Lamps 61 .20 

Wh.Enam.;l-22W,l-32W,l-40WlessLamps 35.60 

Circline Plastic Diffuser 1 9.80 

Satin Brass; 1-R30-75W 1 5.80 

Satin Copper; 1-R30-75W 1 5.80 

Satin Aluminum; 1-R30-75W 15.80 

Brass Canopy; 1-60W 1 1 .40 

Polished Brass w/Glass Insert; 1-60W 20.80 

Polished Brass; 1-40W 17.00 

Polished Brass; 1-60W 1 9.00 

Polished Brass; 1-60W 13.20 

18" Brass; Chain Type; 1-50-100-150W. . . 63.80 

1 8" Brass; Reel Type; 1-50-100-150W 75.80 

Polished Brass w/Lens; 1-100W 14.20 

Polished Copper w/Lens; 1-100 W 14.20 

Satin Aluminum w/Lens; 1-100W 1 4.20 

Polished Brass w/Switch; 1-R20-30W 1 0.40 

Satin Aluminum w/Switch; 1-R20-30W 1 0.40 

Polished Brass; 1-R30-75W 1 1 .80 

Polished Copper; 1-R30-75W 1 1 .80 

Satin Aluminum; 1-R30-75 W 11 .80 

Polished Brass; 1-R40-150W 1 3.00 

Satin Aluminum; 1-R40-150W 1 3.00 

Polished Brass w/Switch; 1-R30-75W 1 2.60 

Polished Copper w/Switch; 1-R30-75W 1 2.60 

Satin Aluminum w/Switch; 1-R30-75W 1 2.60 

Polished Brass; 1-R40-150W 1 3.00 

Satin Aluminum; 1-R40-150W 1 3.00 

Polished Brass w/Switch; 2-R20-30W 1 8.40 

Satin Aluminum w/Switch; 2-R20-30W 1 8.40 

Polished Brass; 2-R30-75 W 2 1 .60 

Polished Copper; 2-R30-75 W 2 1 .60 

Satin Aluminum; 2-R30-75 W 2 1 .60 

Polished Brass; 2-R40-150W 24.00 

Satin Aluminum; 2-R40-150W 24.00 

Polished Brass w/Switch; 2-R30-75W 22.40 

Polished Copper w/Switch; 2-R30-75 W .... 22.40 

Satin Aluminum w/Switch; 2-R30-75W 22.40 

Polished Brass; 2-R40-150W 24.00 

Satin Aluminum; 2-R40-150W 24.00 

Black Baffle for R-30 Bullets 3.00 

Black Baffle for R-40 Bullets 3.80 

Polished Brass; 3-R20-30W 44.00 

Brass; Fiber Glass Reflector; 1-75W l 3.00 

Brass; Fiber Glass Reflector; 2-75W 22.00 

PolishedBrassw/Switch;BeadedGlass;l-75W 9.40 





Cat. 


Fixture 


Page 


No. 


No. 


V-6322 


28&39 


V-6421 


38 


V-6422 


38 


V-6441 


38 


V-6442 


38 


V-6461 


38 


V-6462 


38 


V-6463 


38 


V-6464 


38 


V-6465 


38 


V-6466 


38 


V-6471 


38 


V-6472 


38 


V-6473 


38 


V-6474 


38 


V-6480 


7 


V-6481 


7 


V-6570 


39 


V-6571 


39 


V-66 10 


39 


V-66 11 


39 


V-6816 


38 


V-6817 


38 


V-6821 


38 


V-6822 


38 


V-6830 


28&39 


V-6840 


28&39 


V-6860 


12&29 


V-6880 


12&28 


V-6881 


13&31 


V-6912 


39 


V-6922 


39 


V-6923 


39 


V-6932 


39 


V-6933 


39 


V-6942 


39 


V-6943 


39 


V-6952 


34 


V-6953 


34 


V-6960 


39 


V-6962 


39 


V-6963 


39 


V-6964 


39 


V-6971 


38 


V-6972 


38&39 


V-6973 


39 


V-6974 


39 


V-698I 


38 


V-6982 


38 


V-7200 


44 


V-7201 


44 


V-7210 


44 


V-72 1 1 


44 


V-7353 


44 


V-7421 


44 


V-7423 


44 


V-7605 


42 


V-7615 


42 


V-7625 


42 


V-7730 


40 


V-7733 


40 


V-7740 


40 


V-7743 


40 


V-7750 


40 


V-7753 


40 


V-7763 


42 


V-7773 


44 


V-7775 


44 


V-7815 


43 


V-7830 


44 


V-7840 


43 


V-7853 


40 


V-7863 


40 


V-7873 


40&43 


V-7882 


45 


V-7900 


43 


V-7901 


43 


V-7903 




V-7907 


43 


V-7908 


43 


V-7909 




V-7910 


45 


V-7919 




V-7920 


43 


V-7930 


44 


V-7940 


45 


V-7951 


45 


V-7952 


45 


V-7960 


45 


V-7961 


45 



List 

Description Prices 

Chrom. w/CO & Switch; Beaded Glass; 1-75 W $ 1 0.00 

1 6" Chromium; CO; Keyless; 2-60 W 1 2.80 

1 6" Chromium; CO & Pull Chain; 2-60W ... 1 4.00 

24" Chromium; CO; Keyless; 4-60 W 1 9.80 

24" Chromium; CO & Pull Chain; 4-60W . . . 21.00 

36" Chromium; CO; Keyless; 6-60 W 33.60 

36" Chromium; CO & Pull Chain; 6-60W , . . 34.80 

1 6" Chromium; CO; Keyless; 2-60 W 1 1 .60 

1 6" Chromium; CO & Pull Chain; 2-60W ... 1 3.00 

26" Chromium; CO; Keyless; 4-60 W 1 8.00 

26" Chromium; CO & Pull Chain; 4-60W ... 1 9.20 

16" Chromium; CO; Adjustable; 2-60W 11.00 

1 6" Chromium; CO & PC; Adjustable; 2-60W 1 2.20 

25" Chromium; CO; Keyless; 4-60 W 1 6.60 

25" Chromium; CO & Pull Chain; 4-60W ... 1 7.80 

Polished Brass; 1-40W (F15) 3 1 .80 

Polished Brass; 1-40W (F15) 27.80 

Chromium; w/CO; Keyless; 2-60W. 1 1 .80 

Chromium; w/CO & Pull Chain; 2-60W 1 3.00 

Chromium; w/CO; Keyless 1-75 W 5.20 

Chromium; w/CO & Pull Chain; 1-75W 6.00 

21 " Chromium; CO & Switch; 1-15 W Fluor. WS 1 3.60 

21 " Chromium; CO & Switch; 1-15W Fluor. QS 1 8.40 

27" Chromium; CO & Switch; 1-20 W Fluor. WS 1 5.60 

27" Chromium; CO & Switch; 1-20 W Fluor. QS 20.40 

Chromium; w/CO & Switch; 1-60W 1 3.80 

Chromium; w/CO & Switch; 2-60 W 1 5.80 

Polished Brass; w/Switch; 1 (F15) 25 or 40W . 1 8.20 

Polished Brass; w/Switch; 1-60W 1 9.00 

Polished Brass; w/Switch; 1-60 W 1 0.80 

Chromium Joiner Strip 1 .40 

20W Fluor. QS; CO & Switch 30.40 

20W Fluor. QS; Keyless 28.80 

30 W Fluor. RS; CO & Switch 38.40 

30W Fluor. RS; Keyless 36.80 

40W Fluor. RS; CO & Switch 44.80 

40W Fluor. RS; Keyless 43.20 

1-20W Fluor. WS; CO & Switch; Wh. Enamel 1 9.80 

1-20W Fluor. QS; CO & Switch; Wh. Enamel 26.00 

Chromium Box Cover Plate .80 

20W Chromium Strip; Quick Start 1 8.00 

30W Chromium Strip; Rapid Start 22.80 

40 W Chromium Strip; Rapid Start 24.00 

Chromium Reflector for 15 W Strip 4.00 

Chromium Reflector for 20 W Strip 4.80 

Chromium Reflector for 30 W Strip 7.00 

Chromium Reflector for 40 W Strip 8.80 

Glass Diffuser for 1 5W Strip 6.00 

Glass Diffuser for 20 W Strip 7.00 

Brass w/Black Cage; 1-75 W 21.00 

Copper w/Black Cage; 1-75W 2 1 .00 

Brass w/Black Cage; 1-75W 1 9.00 

Copper w/Black Cage; 1-75 W 1 9.00 

Satin Black; w/Lens; 1-75 W 1 2.80 

1 2" Square; Copper Trim; 2-60W 23.60 

1 2" Square; Black & Brass; 2-60W 23.60 

Tole Green w/12' Cord; 1-75W 25.00 

Cast Aluminum w/6' Cord; 1-Par 38 1 0.00 

Tole Green w/10' Cord; 1-75W 27.00 

Polished Brass; 1 (F15) 25 or 40W 1 9.40 

Satin Black; 1 (F15) 25 or 40W 16.40 

Polished Brass; 1 (F15) 25 or 40W 1 7.00 

Satin Black; 1 (F15) 25 or 40W 1 3.00 

Polished Brass; 1 (F15) 25 or 40W 23.00 

Satin Black; 1 (F15) 25 or 40W 1 9.00 

Satin Black; 2-100W 63.60 

Satin Black; 1-100W 22.60 

Forged Iron; 1-100W 22.60 

Black Plastic & Brass; 1-100W 23.80 

Black & Brass; 1-75W 1 5.40 

Black & Brass; 1-100W 26.00 

Black & Brass; 1-100W 31.80 

Black & Brass with Scrolls; 1-100W 38.00 

Black & Brass; 1-100W 27.80 

Satin Aluminum; 1-100W 9.60 

Black & Brass; Adjustable 24.60 

Black & Brass; Adjustable w/Ladder 27.00 

Display Base for 3" Post 1 0.00 

Black Wrought Iron; 4" Square; 3" Fitter 26.00 

Redwood Sign w/Black Trim 9.00 

Black Post Floor Display 20.00 

Black & Brass; 1-75W 1 7.00 

Tole Green Mtg. Stand for V7605,7615,7625 9.00 

Black & Brass; 2-75 W 50.00 

Black & Brass; 1-75W 1 8.20 

Black & Brass; 1-75W 1 8.20 

1 Lt. Swivel; Cadmium Plated 7.00 

2 Lt. Swivel; Cadmium Plated 1 1 ,00 

Black & Brass; 1-75W 1 7.00 

Black & Copper; 1-75 W 17.00 



Form No. 68V-400 



Prices quoted do not include lamps 





Cat. 


Fixture 


Page 


No. 


No. 


V-7982 


45 


V-7993 


40 


V-8044 


37 


V-8045 


37 


V-8046 


37 


V-8047 


37 


V-8201 


47 


V-8202 


47 


V-8212 


47 


V-8213 


47 


V-8232 


47 


Housing Only 




V-83 


46 


Trim Only 




V-30 


46 


V-31 


46 


V-32 


46 


V-33 


46 


V-34 


46 


Glass Only 




V-36 


46 


V-37 


46 


V-38 


46 


V-39 


46 


Housing Only 




V-84 


46 


Trim Only 




V-40 


46 


V-41 


46 


V-42 


46 


V-43 


46 


V-44 


46 


Glass Only 




W-46 


46 


V-47 


46 


V-48 


46 


V-49 


46 


Housing Only 




V-85 


46 


Trim Only 




V-50 


46 


V-51 


46 


V-52 


46 


V-53 


46 


V-54 


46 


Glass Only 




V-56 


46 


V-57 


46 


V-58 


46 


V-59 


46 


V-90 


46 


V-8752 


47 


V-8852 


47 


V-8860 


47 



List 

Description Prices 

Satin Aluminum; 1-100W $13.20 

Black & Brass; 1-60W 23.20 

4' x 4' Pkg. Ceiling; 4-100W 1 06.00 

Side Panel Kit for V-8044 31.80 

4' x 6' Pkg. Ceiling; 6-100W 1 32.00 

Side Panel Kit for V-8046 39.60 

Open Bottom; 1-R30-75W 7.85 

Open Bottom; 1-R40-150W 8.70 

Louvered; 1-R30-75W 1 0.70 

Louvered; 1-R40-150W 1 1.05 

Shower Light; 1-75W 1 0.85 

8" x 8" x 5"; 75W I 2.80 

Brass Trim; 9%" x 9%" 5.70 

Copper Trim; 9 3 /e" x 9 3 /«" . 5.70 

Chromium Trim; 9 % " x 9 % " 5.70 

Satin Aluminum Trim; 9%" x 9%" 5.70 

Satin White Trim; 9%" x 9%" 4.65 

Albalite Glass 2.30 

Drop Opal Glass 3.55 

Bent Decorated Glass 3,55 

Fresnel Lens 4.45 

10" x 10" x 5"; 100W 13.70 

Brass Trim; 11%" x ll%" 6.60 

Copper Trim; 11 %" x 11%" 6.60 

Chromium Trim; 11%" x 11%" 6.60 

Satin Aluminum Trim; 11%" x 11%" 6,60 

Satin White Trim; 11%" x 11%" 5.50 

Albalite Glass 3.05 

Drop Opal Glass 4.45 

Bent Decorated Glass 4.45 

Fresnel Lens 5.35 

12" x 12" x 5";150W 14.60 

Brass Trim; 13%" x 13%" 7.50 

Copper Trim; 13%" x 13%" 7.50 

Chromium Trim; 13%" x 13%" 7.50 

Satin Aluminum Trim; 13%" x 13%" 7.50 

Satin White Trim; 13%" x 13%" 6.75 

Albalite Glass 3.55 

Drop Opal Glass 5.35 

Bent Decorated Glass 5.35 

Fresnel Lens 7. 1 

Bar Hangers (pr.) 1 .25 

Recessed 2-20T-12; Chrome Trim 44.50 

Recessed 2-40T-12; Chrome Trim 64.1 

Louvered Brass Trim; 12" dia.; 1-R30-75W. 30.25 



Fixture 

No. 

V-8861 
V-8862 
V-8870 
V-8871 
V-8872 



Cat. 

Page 

No. 

47 
47 
47 
47 
47 



Description 

Louvered Copper Trim; 12" dia.; 1-R30-75W 
Louvered Alum. Trim; 12" dia.; 1-R30-75W. . 

Open; BrassTrim;12"dia.;l-R30-75W 

Open; Copper Trim; 12" dia.; 1-R30-75W . . 
Open; Aluminum Trim; 12" dia.; 1-R30-75W. 



List 
Prices 

$30.25 
30.25 
28.85 
28.85 
28.85 



Fixture 
No. 

V-9115 
V-9115 
V-9115 
V-9120 
V-9120 
V-9120 
V-9122 
V-9122 
V-9130 
V-9130 
V-9130 
V-9130 
V-9131 
V-9140 
V-9140 
V-9140 
V-9140 
V-9140 
V-9140 
V-9141 
V-9141 
V-9142 



Cat. 
Page 
No. 



WS-LPF 

WS-HPF 

QS-LPF 

WS-LPF 

WS-HPF 

QS-LPF 

WS-LPF 

QS-LPF 

WS-LPF 

WS-HPF 

RS-LPF 

RS-HPF 

RS-HPF 

WS-LPF 

RS-LPF 

WS-HPF 

RS-HPF 

D RS-LPF 49 

D RS-HPF 49 

WS-HPF 49 

RS-HPF 49 

RS-HPF 49 



VIRDEN STRIP 

List 

Description Prices 

1 5W Strip; Pre-heat $ 7.85 

1 5 W Strip; Pre-heat 1 4.40 

1 5 W Strip; Quick Start 1 2.80 

20W Strip; Pre-heat 7.85 

20W Strip; Pre-heat 1 4.40 

20W Strip; Quick Start 1 2.80 

2-20W Strip; Pre-heat 1 4.05 

2-20W Strip; Quick Start 1 9.60 

30W Strip; Pre-heat 1 1 .95 

30W Strip; Pre-heat 1 9.95 

30W Strip; Rapid Start 1 5.65 

30W Strip; Rapid Start 23.30 

2-30W Tandem Strip; Ropid Start 32.95 

40W Strip; Pre-heat 1 1 .95 

40W Strip; Rapid Start 1 5.65 

40W Strip; Pre-heat 1 9,95 

40W Strip; Rapid Start 23.30 

40W Dimmer Strip; Rapid Start 25.65 

40 W Dimmer Strip; Rapid Start. 31 .85 

2-40 W Tandem Strip; Pre-heat 27.05 

2-40W Tandem Strip; Rapid Start 32.95 

2-40W Strip; Rapid Start 28.30 



Cat. 

Fixture Page List 

No. No. Description Prices 

V-9190 49 End Cover for Strip w/Shield (Per Pair) $ 4.45 

V-9191 49 Joiner for Strip w/Shield .35 

V-9192 49 Valance Hardware Kit 6.95 

V-9193 49 Valance Cord & Plug Kit 2.65 

V-9194 49 Strip Wireway Extension 

(Use on Switch Start Only) 1.05 

V-9610 49 Plastic Shield for 15W Strip 4.25 

V-9612 49 Plastic Shield for 20W Strip 5.35 

V-9613 49 Plastic Shield for 30W Strip 7.65 

V-9614 49 Plastic Shield for 40W Strip 8.90 

V-l 0264 37 Surface; 4-20 W ; Pre-heat 78.30 

V-10265 37 Surface; 4-20W; Quick Start 89.00 

V-l 0274 37 Recessed; 4-20 W; Pre-heat 78.30 

V-l 0275 37 Recessed; 4-20 W ; Quick Start 89.00 

V-l 0298 Plaster Frame for V-10274 and V-10275... 6.75 



> 



PRE-WIRED SQUARE RECESSED FIXTURES 

For your convenience complete fixture prices are shown below — Numbers represent complete units 
When ordering see schedule immediately preceding this section. 



75-Watt Pre- Wired 


100-Watt Pre-Wired 


150-Watt Pre- 


Wired 






Recessed Square 


Recessed 


Sq 


uare 


Recessed Square 






8" x 8" x 5" 


Housing 


10" x 10" x 


5" 


Housing 


12" x 12" x 5" 


Housing 






9%" x 9% 


' Trim 


ll%"x1l%' 


'Trim 


13%" x 13% 


" Trim 


Trim 


Glassware 




List Price 






List Price 




List Price 






V-83-30-36 


$20.85 


V-84-40-46 




$ 23.30 


V-85-50-56 


$ 25.65 


Brass Trim 


Albalite Glass 


V-83-30-37 


22.05 


V-84-40-47 




24.75 


V-85-50-57 


27.40 


Brass Trim 


Drop Opal Glass 


V-83-30-38 


22.05 


V-84-40-48 




24.75 


V-85-50-58 


27.40 


Brass Trim 


Bent Decorated Glass 


V-83-30-39 


22.95 


V-84-40-49 




25.65 


V-85-50-59 


29.20 


Brass Trim 


Fresnel Lens 


V-83-31-36 


20.85 


V-84-41-46 




23.30 


V-85-51-56 


25.65 


Copper Trim 


Albalite Glass 


V-83-31-37 


22.05 


V-84-41-47 




24.75 


V-85-51-57 


27.40 


Copper Trim 


Drop Opal Glass 


V-83-31-38 


22.05 


V-84-41-48 




24.75 


V-85-51-58 


27.40 


Copper Trim 


Bent Decorated Glass 


V-83-31-39 


22.95 
20.85 


V-84-41-49 




25.65 


V-85-51-59 


29.20 


Copper Trim 


Fresnel Lens 


V-83-32-36 


V-84-42-46 




23.30 


V-85-52-56 


25.65 


Chromium Trim 


Albalite Glass 


V-83-32-37 


22.05 


V-84-42-47 




24.75 


V-85-52-57 


27.40 


Chromium Trim 


Drop Opal Glass 


V-83-32-38 


22.05 


V-84-42-48 




24.75 


V-85-52-58 


27.40 


Chromium Trim 


Bent Decorated Glass 


V-83-32-39 


22.95 


V-84-42-49 




25.65 


V-85-52-59 


29.20 


Chromium Trim 


Fresnel Lens 


V-83-33-36 


20.85 


V-84-43-46 




23.30 


V-85-53-56 


25.65 


Satin Aluminum Trim 


Albalite Glass 


V-83-33-37 


22.05 


V-84-43-47 




24.75 


V-85-53-57 


27.40 


Safin Aluminum Trim 


Drop Opal Glass 


V-83-33-38 


22.05 


V-84-43-48 




24.75 


V-85-53-58 


27.40 


Satin Aluminum Trim 


Bent Decorated Glass 


V-83-33-39 


22.95 


V-84-43-49 




25.65 


V-85-53-59 


29.20 


Satin Aluminum Trim 


Fresnel Lens 


V-83-34-36 


19.75 


V-84-44-46 




22.25 


V-85-54-56 


24.90 


Satin White Trim 


Albalite Glass 


V-83-34-37 


21.00 


V-84-44-47 




23.65 


V-85-54-57 


26.70 


Satin White Trim 


Drop Opal Glass 


V-83-34-38 


21.00 


V-84-44-48 




23.65 


V-85-54-58 


26.70 


Satin White Trim 


Bent Decorated Glass 


V-83-34-39 


21.90 


V-84-44-49 




24.55 


V-85-54-59 


28.50 


Satin White Trim 


Fresnel Lens 



Printed in U.S.A. 



Prices quoted do not include lamps 
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Replacement Glass Ware 



Fixture 
No. 

V-292 
V-317 
V-407 
V-408 
V-495 
V-512-FC 
V-512-R 
V-517 
V-518 
V-609 
V-611 
V-613 
V-614-FC 
V-614-R 
V-625 
V-672 
V-672 
V-673 
V-673 
V-674 
V-674 
V-706 
V-708 
V-710 
V-714 
V-808 
V-810 
V-872 
V-872 
V-874 
V-970 
V-975 
V-1015 
V-1015 
V-1015 
V-1040 
V-1050 
V-1060 
V-1062 
V-1120 
V-1121 
V- 11 75 
V-1180 
V-1183 
V-l 190 
V-II93 
V-l 407 
V-1411 
V-1460 
V-l 470 
V-l 471 
V-l 475 
V-l 476 
V-1494 
V-l 495 
V-l 496 
V-l 498 
V-l 499 
V-1516 
V-l 540 
V-1550 
V-1551 
V-l 553 
■1580 
■1590 
■1600 
■1615 
-1630 
V-l 701 
V-l 721 
V-l 722 
V-l 731 
V-l 732 
V-l 735 
V-1741 
V-1751 
V-l 752 
V-1761 
V-l 762 
V-1781 
V-l 782 
V-1791 
V-1860 
V-l 880 
V-l 885 
V-2012 
V-2018 



Glass No. 



List 
Prices 



G-297 $'8,40 

G-299 2.40 

G-4 2.00 

G-4 2.00 

G-196 6 .60 

G-74-FC 3,60 

G-74-R 3.60 

G-358 3,40 

G-358 340 

G-17 7 .60 

G-124 1 1.60 

G-18 16,00 

G-78-FC 5 .60 

G-78-R 5 .60 

G-353 is.OO 

G-134Side .80 

G-135 Bottom .80 

G-134 Side .80 

G-135 Bottom .80 

G-134 Side .80 

G-135 Bottom .80 

G-68 3.20 

G-69 4.20 

G-70 5.60 

G-289 7.40 

G-94 7.00 

G-95 9.00 

G-46 Chimney 2.20 

G-64 Side Panel.... 1.20 

G-423 9.00 

G-407 Panel 1.40 

G-557 Panel. , . . 1.60 

G-55 Crystal Ball 1.20 

G-HOTDrop 80 

G-254 15" Bowl 9.80 

G-498 10.80 

G-588 14.00 

G-591 6.00 

G-591 6.00 

G-301 1.20 

G-301 1.20 

G-525 15.80 

G-521-1 15.00 

G-521-1 15.00 

G-480 7.00 

G-480 7.00 

G-223 6.40 

G-233 10.40 

G-544 28.00 

G-601 4.00 

G-601 4.00 

G-601 4.00 

G-601 4.00 

G-602 6.40 

G-602 6.40 

G-603 6.00 

G-604 6.40 

G-605 12.00 

G-398 13.80 

G-461 9.20 

G-496 10.00 

G-496 10.00 

G-496 10.00 

G-515 14.40 

G-498 10.80 

G-480 7.00 

G-4 18 8.00 

G-588 14.00 

G-133 Chimney 2.00 

G-46 Chimney 2.20 

G-46 2.20 

G-46 2.20 

G-46 2.20 

G-133 2.00 

G-133 2.00 

G-46 2.20 

G-46 2.20 

G-456 4.00 

G-456 4.00 

G-456 4.00 

G-456 4.00 

G-494 7.20 

G-500 4.00 

G-599 7.60 

G-222 Shade 2.00 

G-402 12.00 

G-344 18" R"ound 13.20 



Fixture 
No. 

V-2019 
V-2028 
V-2029 
V-2030 
V-2041 
V-2051 
V-2052 
V-2218 
V-2219 
V-2220 
V-2600 
V-2630 
V-2808 
V-2870 
V-3118 
V-3214 
V-3216 
V-3313 
V-3315 
V-3412 
V-3414 
V-3514 
V-3515 
V-3517 
V-3519 
V-3614 
V-3617 
V-3719 
V-3819 
V-3819 
V-3820 
V-3820 
V-3920 
V-3921 
V-4017 
V-4017 
V-4017 
V-4017 
V-4017 
V-4017 
V-4060 
V-4062 
V-4100 
V-4101 
V-41 02 
V-4110 
V-4111 
V-41 12 
V-4120 
V-41 21 
V-41 22 
V-4280 
V-4282 
V-4290 
V-4292 
V-4310 
V-4312 
V-4320 
V-4322 
V-4340 
V-4341 
V-4342 
V-4350 
V-4351 
V-4352 
V-4460 
V-4465 
V-4470 
V-4471 
V-4472 
V-4475 
V-4476 
W-4477 
V-4520 
V-4540 
V-4550 
V-4551 
V-4553 
V-4824 
V-5350 
V-5520 
V-5860 
V-5880 
V-5890 
V-6031 
V-6051 
V-6200 



Glass No. 



List 
Prices 



G-344 18" Round $ 13.20 

G-344 18" Round 13.20 

G-344 18" Round 13.20 

G-344 18" Round 13.20 

G-301 1.20 

G-385 1.80 

G-385 1.80 

G-410 13.60 

G-410 13.60 

G-410 13.60 

G-480 7.00 

G-588 14.00 

G-71 12.00 

G-500 4.00 

G-467 13.60 

G-468 8.00 

G-469 14.40 

G-569 8.00 

G-567 1 1.60 

G-565 5.00 

G-568 6'00 

G-470 4.00 

G-526 6.40 

G-527 8.40 

G-528 9.60 

G-570 8.00 

G-571 10.00 

G-471 18.40 

G-580 19" Bowl 18.00 

G-581 Inside Bowl 8.00 

G-566 19" Bowl 18.00 

G-581 Inside Bowl 8.00 

G-562 20.00 

G-564 20.00 

G-5 Chain 80 

G-55 Crystal Ball 1.80 

G-90 Break 60 

G-llOT-Drop 80 

G-292 17" 1 1.40 

G-293 7" 2.80 

G-591 6.00 

G-591 6.00 

G-449 4.20 

G-449 4.20 

G-449 4.20 

G-450 5.00 

G-450 5.00 

G-450 5.00 

G-479 8.00 

G-479 8.00 

G-479 8.00 

G-596 5.00 

G-596 5.00 

G-460 8.00 

G-460 8.00 

G-451 5.00 

G-451 5.00 

G-452 9.60 

G-452 9.60 

G-587.... 11.00 

G-587....... 11.00 

G-587 11.00 

G-476 16.00 

G-476 16.00 

G-476 16.00 

G-585 20.00 

G-544 28.00 

G-589 4.00 

G-589 4.00 

G-589 4.00 

G-590 8.00 

G-590 8.00 

G-590.... 8.00 

G-488 6.00 

G-461 9.20 

G-496 10.00 

G-496 10.00 

G-496 10.00 

P-54 30.00 

G-475 6.00 

G-473 2.80 

G-500 4.00 

G-599 7.60 

G-222 2.00 

G-379 6.80 

G-379 6.80 

G-301., 1.20 



Fixture 
No. 

V-6201 

V-6202 

V-6320 

V-6322 

V-6421 

V-6422 

V-6441 

V-6442 

V-6461 

V-6462 

V-6463 

V-6464 

V-6465 

V-6466 

V-6471 

V-6472 

V-6473 

V-6474 

V-6480 

V-6570 

V-6571 

V-6610 

V-6611 

V-6830 

V-6840 

V-6860 

V-6880 

V-6881 

V-6922 

V-6923 

V-6932 

V-6933 

V-6942 

V-6943 

V-6952 

V-6953 

V-6981 

V-6982 

V-7200 

V-7201 

V-7210 

V-72 1 1 

V-7353 

V-7421 

V-74 21 

V-7423 

V-7423 

V-7605 

V-7625 

V-7730 

V-7733 

V-7740 

V-7743 

V-7750 

V-7753 

V-7763 

V-7773 

V-7775 

V-78 1 5 

V-78 1 5 

V-7830 

V-7840 

V-7853 

V-7863 

V-7873 

V-7882 

V-7910 

V-7920 

V-7930 

V-7940 

V-7960 

V-7961 

V-7982 

V-7993 

V-8044 

V-8045 

V-8046 

V-8047 

V-8047 

V-8232 

V-8752 

V-8852 

V-l 0264 

V-10265 

V- 10274 

V-l 0275 



Glass No. 



List 

Prices 



G-301 $ ,.20 

G-301 1.20 

G-579 4.40 

G-579-1 4.4o 

G-481 7.20 

G-481 7.20 

G-482 9.80 

G-482 9.80 

G-483 16 .60 

G-483 ,6.60 

G-531 4.80 

G-531... 4.80 

G-532 9oo 

G-532 9.00 

G-529 4.00 

G-529 4.00 

G-530 5.60 

G-530 5.60 

G-601 4.00 

G-463 8.60 

G-463 8.60 

G-555 2.80 

G-555 2.80 

G-582 6.00 

G-583 8.00 

G-500 4.00 

G-599 7.60 

G-222 2.00 

P-37 4.00 

P-37 4.00 

P-39 6.00 

P-39 6.00 

P-38 7.20 

P-38.. 7.20 

P-52 2.00 

P-52 2.00 

G-597 6.00 

G-598 7.00 

G-572 6.00 

G-572 6.00 

G-572 6.00 

G-572 6.00 

G-475-1 6.00 

G-458 Side 2.40 

G-459 Bottom 5.20 

G-458 Side 2.40 

G-459 Bottom 5,20 

G-472 1.00 

P-53 4.00 

G-592 3.00 

G-592 3.00 

G-592 3.00 

G-592 3.00 

G-592 3.00 

G-592 3.00 

G-554 1.00 

G-554 1.00 

G-554 1.00 

G-46 Chimney 2.20 

G-552 1.00 

G-486 3.40 

G-535 6.00 

G-594 2.00 

G-594 2.00 

G-594 2.00 

G-490 3.60 

G-486 3.40 

G-487 5.20 

G-486 3.40 

G-487 5.20 

G-484 4.40 

G-484 4.40 

G-490 3.60 

G-411-1 4.00 

P-46 8.00 

P-48 11.00 

P-46 8.00 

P-48 4'0" Side 11.00 

P-49 6'0" Side 12.00 

G-67 2.20 

G-169 5.60 

G-178 10.80 

P-55 20.00 

P-55 20.00 

P-55 20.00 

P-55 20.00 
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